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Roanoke-Chowan Community College is an affirmative action/equal opportunity institution. The college does not 
discriminate against students in admission to or access to the College’s programs and activities on the basis of race, 
color, gender, creed, age, disability, marital status, sexual orientation, veteran status, national or ethnic origin, or 
political affiliation. Nor does the College discriminate against faculty and staff or individuals interested in 


employment at the College as stipulated above. The College also is committed to maintaining an environment free 
from sexual harassment and retaliation. 


Roanoke-Chowan Community College supports the protection available to members of its community under all 
applicable Federal laws, including Title III of the Americans with Disabilities Act, Titles VI and VII of the Civil 
Rights Act of 1964, Title [X of the Education Amendments of 1972, Sections 799A and 845 of the Public Health 
Service Act, the Equal Pay and Age Discrimination Acts, the Rehabilitation Act of 1973, and Executive Order 
11246. Students having questions about these provisions should contact: 


Dean of Student Services 
Roanoke-Chowan Community College 
New Student Center—Room 111-F 
109 Community College Road 
Ahoskie, NC 27910-9522 
252-862-1200 


Employees or other non-students having questions concerns the above-mentioned provision should contact: 


Human Resources Office 
Roanoke-Chowan Community College 
109 Community College Road 
Ahoskie, NC 27910-9522 
DI2ACO2 1262 
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It is important that our citizens stay abreast of changing 
technology and services to be competitive in our global 
economy. To help you keep your competitive edge, 
Roanoke-Chowan Community College offers a variety of 
programs and services to help improve your career skills, 
advance in your current career, gain professional 
certification or explore a personal interest. The Division of 
Continuing Education and Workforce Development offers 
comprehensive training that is flexible and affordable. 
Whether you want to improve your basic skills, learn a 
vocation, or brush-up on your current job skills the college 
is here to help you reach your goals. 


Needing a specific course, please let us know. Your input 
is invaluable as we develop new training opportunities for 
our citizens. We may also customize training for your 
organization. 


Please visit us at www.roanokechowan.edu/continuing- 
education.html for the latest course updates or call us at 
(252) 862-1307 for additional information. 


We look forward to serving you. 


Dean Thomas, 
Continuing Education & Workforce Development 


P.S. - Don’t forget to register today! 





Registration in Person 
> Register in the Jernigan Building, Room 104 between 8:00 a.m. and 5:00 p.m. 
> Complete the registration form on site or download the form at 
http://www.roanokechowan.edu/continuing- education.html and bring it with you. 
> Pay for your class with a personal check, money order, cash, debit card, or Visa/Master card. 


Registration by Fax 

> Contact the Continuing Education Division at (252) 862-1307 to confirm course eligibility. 
Complete the Registration Form available at http://www.roanokechowan.edu/continuing- 
education.html 
Click on ‘Register Now link 
Fax your completed form to Continuing Education Division at (252) 862-1357. 
Pay for your course with credit card information (Visa or MasterCard only) by calling (252) 
862-1307 before 4:30 p.m. the day of registration. 


VV V 


On-Site Registration 
> Registration may be taken at the first class if seats are available. 
> Students must meet course eligibility criteria if applicable. 


Important Registration Information 


Continuing Education Registration fees are set by the General Assembly as follow: 0-24 hours - $70.00, 25- 
50 hours - $125.00, and over 50 hours -$180.00. Tuition for self-supporting classes offered by the College 
is set by the College Textbooks, fees, and supplies are additional expenses which vary according to the 
course. 


There is no registration fee for Basic Skills courses. Students may register by contacting (252) 862-1258. 


North Carolina residents (65 and older) will no longer be exempt from course tuition, effective 
August 15, 2013. 


Allied Health Classes 





Title: Nurse Aide! Day 


Description: This course provides information for basic 
nursing skills required to provide personal care for 
patients, residents or clients in a health care setting. 
Topics include but not limited to safety, communication, 
patient rights, personal care, vital signs, nutrition, and 
infection control. Upon successful completion of the 
course the student is eligible to apply for the National 
Nurse Aide Assessment Program (NNAAP) This exam is 
necessary to be listed on the North Carolina Nurse Aide 
Registry. TABE test required. High School diploma or 
GED required. 

Course Hours: 190 

Fees: $180 plus fees 

Instructor: 

Location: Freeland 106/112 


T-W-TH | 8:30 AM-3 
PM 









Days 





Title: Nurse Aide | Day 


Description: This course provides information for basic 
nursing skills required to provide personal care for 
patients, residents or clients in a health care setting. 
Topics include but not limited to safety, communication, 
patient rights, personal care, vital signs, nutrition, and 
infection control. Upon successful completion of the 
course the student is eligible to apply for the National 
Nurse Aide Assessment Program (NNAAP) This exam is 
necessary to be listed on the North Carolina Nurse Aide 
Registry. TABE test required. High School diploma or 
GED required. 

Course Hours: 190 

Fees: $180 plus fees 

Instructor: 

Location: Freeland 106/112 


Days Times Beg End 
Date Date 


M-TH 8:30 AM-3 PM 3/8 








Title: Nurse Aide | Evening 


Description: 

Course Hours: 190 

Fees: $180 plus fees 
Instructor: 

Location: Freeland 106/112 


Times Beg End Date 
Date 








Days 
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Title: Nurse Aide II Day 


Description: The course prepares the student to 
perform more complex procedures/skills for patients in a 
variety of health care settings. A written and skills 
competency exam is required. Upon satisfactory 
completion of the course the student will be eligible to 
apply for listing as a Nurse Aide II by the North Carolina 
Board of Nursing. A fee is required to be listed as a 
Nurse Aide II. Prerequisites include high school diploma 
or GED , COMPASS or ASSET testing ,and listing as a 
Nurse Aide | on the North Carolina Nurse Aide Registry. 
Course Hours: 190 

Fees: $180 plus fees 

Instructor: 

Location: Freeland 149A 


Days Times Beg End 
Date 


Specialty Courses 


Title: Medication Aide 


Description: The Medication Aide course will cover the 
six rights of medication administration for non-licensed 
personnel. Upon successful completion of the course 
the student will be able to take the State Competency 
exam and demonstrate skills necessary to qualify for 
listing on the North Carolina Medication Aide Registry. 
Nurse Aide | recommended, but not required. 

Course Hours: 24 

Fees: $70 plus fees 

Instructor: TBA 

Location: Freeland 106 





M-TH 8:30 AM-3 PM 1/10 3/7 


Title: Nurse Aide Il Evening 


Course Hours: 190 
Fees: $180 plus fees 
Instructor: 

Location: Freeland 149A 


Days Times Beg 
Date 


5300 


End Date 





Title: Phlebotomy (HYBRID) 


Description: Phlebototomy Education and Clinical 
Course Hours: 220 

Fees: $180 plus fees 

Instructor: C. Dilday 

Location: Freeland 149A 


Days Times 





ONLINE,W | 5:30-9 PM 


Title: Medical Billing and Coding 


Course Hours: 150 
Fees: $180 plus fees 
Instructor: D .Tumey 
Location: ONLINE 
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Title: Dietary Management 


Description: This course includes a series of four 
segments that comprise the dietary manager training 
required for certification by the National Dietary 
Managers Association. After successful completion of all 
four segments students may sit for a national exam to 
become certified dietary managers. All segments are 
taught by a registered dietician and include: Nutrition in 
the Life Cycle - The first segment focuses on basic food 
groups, vitamins, minerals, energy nutrients, and 
metabolism. Therapeutic Nutrition -The second segment 
includes diet modifications in response to illness, 
disease, growth and development or old age. Food 
Systems Management -The third segment includes 
Safety, sanitation, accident prevention, menu planning, 
and food preparation. Personnel and Administration - 
The final segment includes professional roles, 
responsibilities, personnel management, and problem 
solving. 

Course Hours: 150 

Fees: $180 plus fees 

Instructor: TBA 

Location: FRL 106 















Beg End 
Date Date 





ONLINE, TH 1-4:30 PM 








Occupational Extension 


Title: Conversational Spanish for Educators 


Description: Develop a speaking knowledge of the 
Spanish language, learn about the culture, learn - 
vocabulary and basic works and phrases. 
Course Hours: 24 

Fees: $70 

Instructor: TBA 

Location: RCCC/FRL 149 


Times Beg End 
Date Date 


Title: Spanish for Healthcare Professionals 


Days 











Description: This course will prepare students to have 
conversations with Spanish speaking individuals. 
Topics include basic fundamentals of grammar, oral 
comprehension, various dialects, and basic 
conversations as it relates to individuals working in 
healthcare professions. 

Course Hours: 24 

Fees: $70 

Instructor: TBA 

Location: RCCC 











Beg End Date 
Date 


TBA 
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Title: Effective Teacher Training 


Description: Included are sessions on learning 
expectations, time management, instructional methods, 
preparation, monitoring student interaction, social 
interaction, non-instructional duties and evaluation. This 
class is recommended for substitute teachers, teacher 
assistants, and prospective new teachers. 

Course Hours: 30 

Fees: $125 plus fees 

Instructor: C. Moore 

Location: RCCC/YOU 125A 


Times Beg End 
Date Date 
T-W-TH 5-8 PM 3/28 


Title: Effective Teacher Training 


Days 









Description: Included are sessions on learning 
expectations, time management, instructional methods, 
preparation, monitoring student interaction, social 
interaction, non-instructional duties and evaluation. This 
class is recommended for substitute teachers, teacher 
assistants, and prospective new teachers. 

Course Hours: 30 

Fees: $125 plus fees 

Instructor: C. Moore 

Location: RCCC/YOU 125A 








Title: Activity Coordinator Training 


Description: Instruction is provided for those already 
working or plan to work as an activity director in a long- 
term care nursing facility. Up-to-date information is 
taught regarding mandatory regulations and policies that 
govern the operation of these facilities. 

Course Hours: 60 

Fees: $180 

Instructor: TBA 

Location: Freeland 140 





Times 





Days 





Date Date 


[TH 69M TBA | TBA 








Title: Notary Public 


Course Hours: 6 
Fees: $70 
Instructor: TBA 
Location: TBA 


Beg End Date 
Date 








Title: Notary Public 


Course Hours: 6 
Fees: $70 
Instructor: TBA 
Location: TBA 


eae 


6-9 PM 










Beg End 
Date Date 


3/29 
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Title: Notary Public 


Course Hours: 6 
Fees: $70 
Instructor: TBA 
Location: TBA 













Beg End Date 


Date 


[wk | 69PM | 828 | 55 








Title: Manicuring Nail Technology /Natural 
Hair 

Description: This course provides instruction in all 
phases of professional nail _—_— technology, 


business/computer principles, product knowledge & 
other related topics. 

Course Hours: 308 

Fees: $180 plus fees 

Instructor: TBA 

Location: RCCC/Freeland 102 














Beg End 
Date Date 


TBA 





5:30-0:30 PM 


Title: Electrical Contractor License Renewal 
Preparation 


Description: The course is designed to provide 
electrical contractors with updated information on the 
latest changes in the National Electric Code, NC Electric 
Code, and local utility company requirements. The - 
course reviews new materials and procedures and 
related code requirements. Topics examined are Articles 
100, 110, 200, 210, 215, and 220. 

Course Hours: 8 

Fees: $70 

Instructor: Keith Horne 

Location: RCCC/Industrial Skills Bldg. 








Title: Auto Safety Inspection 


Description: Roanoke-Chowan Community College is 
approved by the NC Division of Motor Vehicles to offer 
the Vehicle Safety Inspection course. This eight-hour 
course is designed to prepare auto technicians and 
service personnel as safety inspectors for motor 
vehicles. Pre-registration and pre-payment is required. 
Course Hours: 8 

Fees: $70 

Instructor: TBA 

Location: RCCC/Industrial Skills Bldg. 














Beg End 
Date Date 





6-10 PM 
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Title: Auto Safety Inspection 


Description: Roanoke-Chowan Community College is 
approved by the NC Division of Motor Vehicles to offer 
the Vehicle Safety Inspection course. This eight-hour 
course is designed to prepare auto technicians and 
service personnel as safety inspectors for motor 
vehicles. Pre-registration and pre-payment is required. 
Course Hours: 8 

Fees: $70 

Instructor: TBA 

Location: 


Times End Date 








Days Beg 


Date 


Title: Auto Safety Inspection 










Description: Roanoke-Chowan Community College is 
approved by the NC Division of Motor Vehicles to offer 
the Vehicle Safety Inspection course. This eight-hour 
course is designed to prepare auto technicians and 
service personnel as safety inspectors for motor 
vehicles. Pre-registration and pre-payment is required. 
Course Hours: 8 


Fees: $70 

instructor: TBA 

Location: 

Bey Date | End Date 
MT 6-10 PM 5/22 5/23 








Title: Vehicle Escort Class 


Description: The 8-hour Initial Certification Course or 
4-hour Recertification Course satisfies the requirements 
set by the North Carolina Department of Transportation 
to certify Oversize-Overweight load escort requirements. 
Course Hours: 8 

Fees: $70 

Instructor: Johnny Surles 

Location: TBA 


Title: Vehicle Escort Class 


Description: The 8-hour Initial Certification Course or 
4-hour Recertification Course satisfies the requirements 
set by the North Carolina Department of Transportation 
to certify Oversize-Overweight load escort requirements. 
Course Hours: 8 

Fees: $70 

Instructor: Johnny Surles 

Location: TBA 


Times Beg End 
Date Date 








8 AM-5 PM 41 | 4/11 


Title: Certified Production Tech: Machine 
Operator/Entry Level Maintenance 


Description: This course is designed to train students 
with necessary manufacturing skills related to certified 
production technician terms, safety procedures, 
applications of manufacturing skills, and preparation for 
success in completing the Certified Production 
Technician course. Students will learn key work activities 
for standards, training, and assessment. The training 
and assessment is divided into four modules: Safety, 
MSSC Quality Practices & Measurement, Manufacturing 
Processes & Production and Maintenance Awareness. 
At the end of each module, students will take an on-line 
test and upon successful completion of all four modules, 
be awarded the Certified Production Technician 
certificate. 

Course Hours: 170.5 

Fees: $180 

instructor: TBA 

Location: Young 106 


Days Times Beg End 
Date Date 





CONTINUING EDUCATION SCHEDULE — SPRING 2017 





Title: Welding Plate 


Description: This course is specifically designed to give 
beginning welders essential skills needed to efficiently 
operate welding equipment. Students will be eligible to 
earn AWS SENSE Level 1 Certification. 

Course Hours: 442 

Fees: $180 

Instructor: TBA 


Location: YOU 111 







Times 





Date 
4/30 












5-10 PM 
8 AM-5:30 PM 
8 AM-4:30 PM 





Title: Welding Pipe (Advanced) 


Description: This course is specifically designed to give 
pipe welders essential skills needed to efficiently operate 
welding equipment. 

Course Hours: 408 

Fees: $180 

Instructor: TBA 

Location: YOU 111 


Beg End Date 
5-9 PM TBA TBA 
8 AM-5:30 PM 


8 AM-4:30 PM 





Title: Employability/Career Ready Lab 


Description: This course provides employability skills 
training for unemployed and underemployed adults. The 
curriculum addresses the six components of 
employability skills. Instruction is designed to be self- 
directed, self-paced, and structured on an open-entry, - 
open-exit basis to meet the customized needs of 
individuals. 

Course Hours: 270 

Fees: $180 unless exempt 

Instructor: Michelle Sandusky 

Location: NCWorks Career Center 


Human Resource Development 


Beg End Date 
Date 
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Title: Introduction to Computers 


Description: The curriculum framework is designed to 
introduce computers and computer terms, develop a 
moderate comfort level of basic computer-use skills for 
the workplace. 

Course Hours: 24 

Fees: $70 unless exempt 

Instructor: Leroy Weaver 

Location: Computer Lab (TBA) 





Title: Introduction to Computers 


Description: The curriculum framework is designed to 
introduce computers and computer terms, develop a 
moderate comfort level of basic computer-use skills for 
the workplace. 

Course Hours: 12 

Fees: $70 unless exempt 

Instructor: Zebrina Jacobs 

Location: Senior Center 








Title: Introduction to Computers 


Description: This computer class provides 
employability skills training for unemployed and 
underemployed adults. The curriculum framework is 
designed to introduce computers and computer terms, 
develop a moderate comfort level of basic computer-use 
skills, introduce the Internet and develop email 
capabilities, and develop skills in navigating the Internet 
and using search engines. The content of the 
instructional materials focuses on the following topics: 
using the computer to search for jobs and occupational 


information, compiling employment-related documents 
(resumes, cover letters, and applications), accessing 
governmental and educational resources emphasizing 
the role of information technology in the world of work. 
Course Hours: 12 

Fees: $70 unless exempt 

Instructor: TBA 

Location: Senior Center 


Days Times 
Date Date 


9 AM-12 NOON 2/24 


Title: Employability Skills | 








Description: This course provides student's quick job 
seeking techniques and tools to assist in their job search. 
Course Hours: 40 

Fees: $70 unless exempt 

Instructor: Michelle Sandusky 

Location: NC Works Career Center 


M,T,W,Th,F | 8:30 AM- 
12:30 PM 









Beg 


End Date 
Date 
1/9 1/23 


Description: This course is a skills lab that assist 
Students with goal setting, action plan, budgeting, 
communication skills and other job seeking tools. 
Course Hours: 40 

Fees: $70 unless exempt 

Instructor: Michelle Sandusky 

Location: NC Works Career Center 


Days Times Beg End 
Date Date 
M,T,W,Th,F | 8:30 AM-12:30 1/23 2/3 
PM 















Title: Employability Skills II 
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Title: Intermediate Computer Course for the 
Workplace 


Description: This cirrculm framework is designed to 
assist individuals in upgrading and enhancing their 
workable computer knowledge for more advanced skills 
in the workplace 

Course Hours: 48 

Fees: $70 unless exempt 

Instructor: TBA 

Location: TBA 


Beg End Date 
Date 





Title: Boot Camp for JobSeekers 





Description: This course provides student's quick job 
seeking techniques and tools to assist in their job search. 
Course Hours: 24 

Fees: $70 unless exempt 

Instructor: Leroy Weaver 

Location: NC Works Career Center 








Beg 
Date 








NG ale! 12 NOON-4 PM 


Title: Introdction to Excel Basics for the 
Workplace 


Description: This course is a skills lab that assist 
students with goal setting, job application, resume and 
communication skills necessary to obtain and keep a job. 
Course Hours: 12 

Fees: $70 unless exempt 

Instructor: TBA 

Location: NC Works Career Center 


Days Times Beg End 
Date Date 





Title: Job Seeking Tools 


Description: This course is a skills lab that assist 
Students with goal setting, action plan, budgeting, - 
communication skills and other job seeking tools. 

Course Hours: 36 

Fees: $70 unless exempt 

Instructor: TBA 

Location: NC Works Career Center 


Times Beg End 
Date Date 


Days 









Title: Intermediate Computer Course for the 
Workplace 


Description: This cirrculm framework is designed to 
assist individuals in upgrading and ennancing their 
workable computer knowledge for more advanced skills 
in the workplace 

Course Hours: 48 

Fees: $70 unless exempt 

Instructor: Leroy Weaver 

Location: TBA 





End Date 








Title: Pottery 


Description: This course provides basic instruction in 
clay development; incorporating firing, glazing and 
completing individual projects. 

Course Hours: 24 

Fees: $65 

Instructor: James Messer 

Location: RCCC/Freeland 145 
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Title: Basic Rider Course 


Description: Basic Rider Course (BRC): This 20 - 22 
hour course is designed for new riders who have never 
ridden a motorcycle, and for re entry riders who have not 
ridden in along time. Even experienced riders who have 
taken this course have told us afterwards that they 
learned a lot. Persons interested in attending a BRC 
must be 16 years of age or older. Students under the 
age of 18 must have the written consent of a parent or 
guardian. You do not need to possess a driver's license 
or learners permit to take the course. However, you 
must be able to nde a bicycle, and you must possess 
some degree of strength. THE COURSE IS 
PHYSICALLY DEMANDING!! You should be able to 
support a 300 pound motorcycle while straddling it, and 
have the ability to push the motorcycle for distances up 
to 120 feet. Heat and cold weather conditions can add 
to the strenuous conditions you'll encounter while taking 
the course. 

IMPORTANT NOTE!! Our courses are run through the 
self-Supporting divisions of the Continuing Education 
Programs. This means that your tuition fee will not be 
refunded if you fail to show up for class, or you fail 
complete the course. The Basic RiderCourse is 
conducted at a pace that results in successful 
completion for most novice riders. However, if you 
experience significant difficulty or become a safety risk 
to yourself or others, you will not be permitted to continue 
to ride. 

We provide the motorcycles. We recommend you bring 
your own DOT approved helmet, but our sites do have a 
limited supply of loaner helmets in the event you don't 
have your own. In addition, you will be required to wear 
eye protection, a long sleeved shirt or jacket, long pants 
(preferably denim), over the ankle footwear and full 
fingered gloves (preferably leather). "Acceptable 
Footwear for Riding Activities includes any over-the- 


ankle "leather" footwear. Hiking boots and tennis 
typeshoes that cover the ankle and are reinforced with 
padding and thick canvas or leather are also 
acceptable." . 

To view a video about the BRC, visit the MSF website at 
www.msf-usa.org. 

Upon successful completion of the BRC, you will be 
issued a skills waiver card for the NCDMV. This means 
the DMV will not require you to take their motorcycle 
riding test. You will still be required to visit your local 
DMV office and take their written exam before being 
issued a motorcycle endorsement. 


Course Hours: 20 
Fees: $152 


Instructor: TBA 
Location: Tri-County Airport, Ahoskie, NC 


Days Times Beg End Date 
F,SAT,SUN | 6-10 PM, 8 4/7 4/9 
pee ese 


Title: Basic Rider Course 









Description: 

Course Hours: 20 

Fees: $152 

Instructor: TBA 

Location: Tri-County Airport, Ahoskie, NC 


Beg End 
Date Date 


Days Times 



















F,SAT,SUN | 6-10 PM, 8 AM-5 


PM 
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Title: Basic Rider Course 


Description: 

Course Hours: 20 

Fees: $152 

Instructor: TBA 

Location: Tri-County Airport, Anoskie, NC 


Days Times Beg End 
F.SAT,SUN | 6-10 PM, 8 9/15 9/17 
we 


Title: Basic Rider Course 









Description: 

Course Hours: 20 

Fees: $152 

Instructor: TBA 

Location: Tri-County Airport, Anoskie, NC 


Days | Times Beg 

Date 

F,SAT,SUN | 6-10PM,8AM-5 | 11/17 
PM 


Title: Law Enforcement (In-Service 
Training) will be offered each semester. For 
more information on Law Enforcement 
classes, please contact Kelly Wiggins at 
(252) 862-1266. 
















Title: Fire Certification classes and other 
related topics are offered thru the RCCC 
training program. For more information on 
Fire/Rescue classes, please contact Fred 
Curley at 252.862.1266. 


Description: 
Course Hours: 
Fees: 


instructor: 
Location: 









Title: Patient Assessment - Trauma 


Description: This course will provide education dealing 
with EMT Basic requirements 

Course Hours: 4 

Fees: $70.00 unless Exempt 

Instructor: Jimmy Strickland 

Location: Nucor Steel 


Days Times Beg End Date 
Date 


oA TPH TBA 





Title: Patient Assessment - Medical 


Description: This course will provide education dealing 
with EMT Basic requirements 

Course Hours: 4 

Fees: $70.00 unless Exempt 

Instructor: Jimmy Strickland 

Location: Nucor Steel 





Times Beg End 
Date Date 


TBA 9 AM - 1 PM TBA 
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Title: Medical - Pharmacology 


Description: This course will provide education dealing 
with EMT Basic requirements 

Course Hours: 4 

Fees: $70.00 unless Exempt 

instructor: Jimmy Strickland 

Location: Nucor Steel 


Days Times Beg End 
Date Date 


AM TP TBA 








Title: EMT Basic In-Service Training 


Description: This course will provide education dealing 
with EMT Basic requirements 

Course Hours: 4 

Fees: $70.00 unless Exempt 

Instructor: Jimmy Strickland 

Location: Nucor Steel 





Title: Airway/Ventilation 


Description: This course will provide education dealing 
with EMT Intermediate requirements 

Course Hours: 3 

Fees: $70.00 unless Exempt 

Instructor: Carla Godwin 

Location: Hertford County EMS 


Days Times Beg 
Date 


7-0 






End Date 





Title: Cardiovascular 


Description: This course will provide education dealing 
with EMT Intermediate requirements 

Course Hours: 3 

Fees: $70.00 unless Exempt 

Instructor: Carla Godwin 

Location: Hertford County EMS 





Title: Medical 


Description: This course will provide education dealing 
with EMT Intermediate requirements 

Course Hours: 3 

Fees: $70.00 unless Exempt 

Instructor: Carla Godwin 

Location: Hertford County EMS 


Days Times Beg End Date 
Date 









Title: Trauma 


Description: This course will provide education dealing 
with EMT Intermediate requirements 

Course Hours: 3 

Fees: $70.00 unless Exempt 

Instructor: Carla Godwin 

Location: Hertford County EMS 


Days Times Beg End 
Date Date 


7-10 PM 4/25 | 4/25 
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Title: Cardiovascular 


Description: This course will provide education dealing 
with EMT Paramedic requirements 

Course Hours: 3 

Fees: $70.00 unless Exempt 

Instructor: Paul Nowell 

Location: Conway-Severn 





7-0 


Title: Airway/Ventilation 


Description: This course will provide education dealing 
with EMT Paramedic requirements 
Course Hours: 3 
Fees: $70.00 unless Exempt 
Instructor: Charles Joyner 
Location: Northampton EMS 

7-10 PM 


Title: Medical 









Beg End 
Date Date 


1/25 











Description: This course will provide education dealing 
with EMT Paramedic requirements 

Course Hours: 3 

Fees: $70.00 unless Exempt 

Instructor: Paul Nowell 

Location: Conway-Severn 


Days Times Beg End Date 
Date 
W 7-10 PM 2/15 2/15 


Title: Cardiovascular 














Description: This course will provide education dealing 
with EMT Paramedic requirements 

Course Hours: 3 

Fees: $70.00 unless Exempt 

Instructor: Charles Joyner 

Location: Northampton EMS 


Times Beg End 
Date Date 





Title: Trauma 


Description: This course will provide education dealing 
with EMT Paramedic requirements 

Course Hours: 3 

Fees: $70.00 unless Exempt 

Instructor: Paul Nowell 

Location: Conway-Severn 


Times Beg 
Date 


TOP 










Days End Date 


Title: Paramedic ConEd for Profit Agency 








Description: This course will provide education dealing 
with EMT Paramedic requirements 

Course Hours: 24 

Fees: $70.00 unless Exempt 

Instructor: Michael Barnes 

Location: Bertie Ambulance Service 


Days Times 
F,S&S 6-10 PM 
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Title: Intermediate ConEd for Profit Agency 


Description: This course will provide education dealing 
with EMT Intermediate requirements 

Course Hours: 24 

Fees: $70.00 unless Exempt 

Instructor: Carla Godwin 

Location: MedEx Medical Transport 


Days Times Beg End 
Date Date 


F,S &S 6-10 PM TBA TBA 








Title: Medical 


Description: This course will provide education dealing 
with EMT Paramedic requirements 

Course Hours: 3 

Fees: $70.00 unless Exempt 

Instructor: Charles Joyner 

Location: Northampton EMS 


Times 










Days Beg 


Date Date 


7-10 PM 3/29 


Title: Pediatric 








Description: This course will provide education dealing 
with EMT Paramedic requirements 

Course Hours: 3 

Fees: $70.00 unless Exempt 

Instructor: Paul Nowell 

Location: Conway-Severn 


Times Beg End Date 
Date 


7-0 











Title: Trauma 


Description: This course will provide education dealing 
with EMT Paramedic requirements 

Course Hours: 3 

Fees: $70.00 unless Exempt 

Instructor: Charles Joyner 

Location: Northampton EMS 


7-10 PM 


Title: Emergency Medical Technician-Basic 









Beg End 
Date Date 








Description: This course will teach participants the 
fundamental components necessary for the Basic EMT. 
Upon successful completion of the course participants 
will be eligible to take the OEMS certification exam. For 
more information call Fred Curley at 862-1266. 

Course Hours: 200 

Fees: $180.00 plus fees 

Instructor: Staff 

Location: RCCC 


Days Times Beg End Date 
Date 





M, TH, SAT 6-10 PM 1/24 Al17 


Title: Emergency Medical Technician-Basic 


Description: This course will teach participants the 
fundamental components necessary for the Basic EMT. 
Upon successful completion of the course participants 
will be eligible to take the OEMS certification exam. For 
more information call Fred Curley at 862-1266. 

Course Hours: 200 

Fees: $180.00 plus fees 

Instructor: Willie Davis 

Location: Bertie County ES 


Days Times Be End 
Date Date 


TBA 
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Title: American Heart Association BLS 
Healthcare Provider 


Description: This American Heart Association course 
is an initial BLS CPR course for individuals in the 
healthcare setting. Participants who successfully 
complete the course will receive a provider card from 
AHA valid for 2 years. 

Course Hours: 6 

Fees: $70.00 

Instructor: Varied 

Location: RCCC 


Days Times Beg End 
Date Date 


TBA__| TBA 


Title: First Aid and Heartsaver CPR 









Description: 
Course Hours: 6 
Fees: $70.00 
Instructor: Varied 
Location: RCCC 


Days Times Beg 
Date 


End Date 





TBA 


Title: How to Become Self Employed 


Description: Learn the basic skills and strategies 
needed to have a successful and sustainable business 
Course Hours: 2 

Fees: Free 

Instructor: Steve Carver 

Location: Freeland 140 


Days Times Beg End 
Date Date 


G5PN i 








Title: How to Become Self Employed 


Description: Learn the basic skills and strategies 
needed to have a successful and sustainable business 
Course Hours: 2 

Fees: Free 

Instructor: Steve Carver 

Location: Freeland 140 


Days Times Beg End Date 
Date 









Title: Introduction to Nonprofits & Grant 
Writing 


Description: Gain an understanding of the procedures 
of starting and sustaining a nonprofit 

Course Hours: 2.5 

Fees: Free 

Instructor: Ed Ormsby 

Location: Freeland 140 


Times 
Date Date 


Days 
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Title: How to Become Self Employed 


Description: Learn the basic skills and strategies 
needed to have a successful and sustainable business 
Course Hours: 2 

Fees: Free 

Instructor: Steve Carver 

Location: Freeland 140 


CPN 








Title: How to Become Self Employed 


Description: Learn the basic skills and strategies 
needed to have a successful and sustainable business 
Course Hours: 2 

Fees: Free 

Instructor: Steve Carver 

Location: Freeland 140 


Days Times Beg End 
Date Date 


Title: How to Set the Prices on Your Goods 
and Services 










Description: Learn how to effectively calculate the 
pricing of your products and services in order to be 
profitable and competitive 

Course Hours: 2.5 

Fees: Free 

Instructor: Steve Carver 

Location: Freeland 140 










Beg End Date 


Date 





Title: Basics of Bookkeeping 


Description: Basic principles of accounting and record 
keeping for Small Business 

Course Hours: 2.5 

Fees: Free 

Instructor: Steve Carver 

Location: Freeland 140 


Days Times 


6-8:30 PM 





Title: How to Finance Your Business 


Description: This seminar is designed to assist you in 
pursuing business financing from many different 
sources. A Financial Representative will deliver an 
overview on the different loan programs available and 
how to prepare your applications. Bring your questions! 
Course Hours: 2.5 

Fees: Free 

Instructor: Ed Ormsby 

Location: Freeland 140 


Days Times Beg End Date 
Date 





Title: Improving Record Keeping Practices 
with EXCEL 1 


Description: Learn to utilize the shortcuts and 
versatility which make Microsoft Excel an essentail tool 
for small business record keeping 

Course Hours: 3 

Fees: Free 

Instructor: Darius Jones 

Location: Freeland 104 


Days Times Beg End 
Date Date 
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Sc 1 


Title: Business Taxes 


Description: Gain a solid understanding of taxes 
required for small business owners and develop the best 
tax strategy for your business. Become familiar with the 
latest tax forms and procedures for both state and 
federal taxes. Discover how everyday business 
decisions can have tax implications that can affect your 
bottom line. This seminar is important for both new and 
experienced business owners. 

Course Hours: 2.5 

Fees: Free 

Instructor: Steve Carver 

Location: Freeland 140 


Days Times Beg 
Date 


6-8:30 PM 3/28 





Title: How to Write a Business Plan 


Description: This seminar will review the need for a 
business plan and help participants understand the 
necessary requirements of a complete plan. We will 
provide the tips on preparing a plan you can take to the 
bank and use as a road map to guide your business. 
Course Hours: 2.5 

Fees: Free 

Instructor: Ed Ormsby 

Location: Freeland 140 


Days Times End 
Date Date 


8:30PM i 












Title: Improving Record Keeping Practices 
with EXCEL 2 






Description: Learn to utilize the shortcuts and 
versatility which make Microsoft Excel an essentail tool 
for small business record keeping 

Course Hours: 3 

Fees: Free 

Instructor: Darius Jones 

Location: Freeland 104 


Times Beg End Date 
Date 


OPM 


Title: Social Media Marketing 


Days 











Description: This seminar will explain the concepts of 
social media marketing using Facebook and other and 
other forms. 

Course Hours: 2.5 

Fees: Free 

Instructor: Ed Ormsby 

Location: Freeland 140 


Times Beg End 
Date Date 


Title: Small Business Use of WORD 








Description: Learn to utilize the shortcuts and 
versatility which make Microsoft Word an essentail tool 
for professional looking small business correspondence 
and word processing 

Course Hours: 3 

Fees: Free 

Instructor: Darius Jones 

Location: Freeland 104 


Times Beg End Date 
Date 


55H aie 


Days 
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Title: Improve Credit Score & Business 
Credit Rating 


Description: The things you need to know about 
improving your credit score and business credit history. 
Learn what factors are used to determine credit scores 
and what you should be doing to help you reach 
acceptable scores. 

Course Hours: 2.5 

Fees: Free 

Instructor: Ed Ormsby 

Location: Freeland 140 


Days Times Beg End 
Date Date 









Title: Small Business Use of PUBLISHER 


Description: Learn to utilize the shortcuts and 
versatility which make Microsoft Powerpoint an essentail 
tool for professional looking small business 
presentations 

Course Hours: 3 

Fees: Free 

Instructor: Darius Jones 

Location: Freeland 104 
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Basic Skills Education classes are tuition-free programs for the adult learner offered on campus 
and throughout Hertford and areas of Bertie and Northampton Counties. For information about 
Basic Skills Education and/or Basic Skills Programs, including Adult Basic Education (ABE), 
Adult Secondary Education (ASE), and English as a Second Language (ESL), please contact 


Tishadda Walton at 252-862-1309. 
Title: Basic Skills 


Description: For adults who wish to improve their 
reading, math, science, social studies and language 
skills and to prepare for the GED test. 

Course Hours: 0 

Fees: Free 

Instructor: H. Lee 

Location: 1st Baptist Murfreesboro 


Days Times Beg End Date 
Date 





M, T, W, 8:30 AM- 1/9 9/31 
TH 12:30 PM 


Title: Basic Skills 


Description: For adults who wish to improve their 
reading, math, science, social studies and language 
skills and to prepare for the GED test. 

Course Hours: 0 

Fees: Free 

Instructor: C. Vinson 

Location: Woodland Olney School 


Days Times Beg End 
Date Date 


9 AM-12 NOON 5/30 


Title: Basic Skills-Math 








Description: For adults who wish to improve their 
reading, math, science, social studies and language 
skills and to prepare for the GED test. 

Course Hours: 0 


Fees: Free 
Instructor: M. Lewis 
Location: R-CCC, Math Lab, YOU #125C 


Days Times Beg End Date 
oo 
M, T, W, TH 8 AM-12 1/9 9/31 


Title: Basic Skills 










Description: For adults who wish to improve their 
reading, math, science, social studies and language 
skills and to prepare for the GED test. 

Course Hours: 0 

Fees: Free 

Instructor: L. Pierce 

Location: R-CCC, ReadingLab, YOU#125B 


Times Beg End 
Date Date 


M,T,W, TH | 8AM-12 NOON 5/31 







Days 









Title: Basic Skills 


Description: For adults who wish to improve their 
reading, math, science, social studies and language 
skills and to prepare for the GED test. 

Course Hours: 0 

Fees: Free 

Instructor: C.Moore 

Location: R-CCC, Writing Lab, #YOU 125A 


Days Times Beg End 
Date Date 
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M, 1, W, 8 AM-12 1/9 5/31 
TH NOON 
Title: Basic Skills-Math 


Description: For adults who wish to improve their 
reading, math, science, social studies and language 
skills and to prepare for the GED test. 

Course Hours: 0 

Fees: Free 

Instructor: C. Cofield 

Location: R-CCC, Writing Lab, YOU #125A 


Days Times Beg End 
Date Date 










Title: Basic Skills-Language Arts/Science 


Description: For adults who wish to improve their 
reading, math, science, social studies and language 
skills and to prepare for the GED test. 
Course Hours: 0 

Fees: Free 

Instructor: B. Woodhouse 
Location: R-CCC, Reading Lab, 


Days Times Beg 
Date 


EP 


YOU #125B 
End Date 









Title: English as a Second Language 


Description: ESL is a program of instruction designed 
to help adults with limited or no English language 
proficiency improve their English, reading, writing and 
communication skills. For more information on ESL 
classes, please contact Michele Meischeid at 252-862- 
12023 

Course Hours: 0 

Fees: Free 


Instructor: M. Hall 
Location: R-CCC, Math Lab, YOU #125C 


Days Times Beg End 
Date Date 


530830 Pl 


Title: Basic Skills 








Description: For adults who wish to improve their 
reading, math, science, social studies and language 
skills and to prepare for the GED test. 

Course Hours: 0 

Fees: Free 

Instructor: B. Woodhouse 

Location: R-CCC, YOU #105 


Days Times Beg End Date 
ee tom 

M,T,W,TH} 8:30 AM- 1/9 9/31 

eee eae || 


Title: Basic Skills-Math Sense 










Description: For adults who wish to improve their math 
Skills in preparation for math tests or DMA courses. 
Course Hours: 0 

Fees: Free 

Instructor: M. Savage 

Location: R-CCC, TBA 
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Basic Skills Orientation/Placement Test 
And HRD Readiness Skills Class Schedule 
January - June 2017 


January 9, 10, & 11, Monday through Wednesday 
9:30 a.m.-12:30 p.m. - Young Building(F) #108 
1:30 p.m.-4:30 p.m. - Young Building(F) #108 


January 23, 24, & 25, Monday through Wednesday 
5:30 p.m.-8:30 p.m. - Young Building(F) #108 


7B OK 2K OR OK OK 2k 2 OK of 25 2K 2K 2g 2K ok OK 2 2K 2 2 2K ok 2 2K 2k 2K ok 2k 2K 2K 2K ok 2K OK 2 2K 2K 2K 2 OK og OK 8 OK OK OK 8 OK OK OK KOK 


February 6,7 & 8, Monday through Wednesday 
9:30 a.m.-12:30 p.m. - Young Building(F) #108 
1:30 p.m.-4:30 p.m. - Young Building(F) #108 


February 20, 21, & 22, Monday through Wednesday 
5:30 p.m.-8:30 p.m. - Young Building(F) #108 


2K KK 2 2K OK 2K 2 oo 2 og 2 i KK 2K 2 2 2 OK oo oo OK i 2K OK og RR OB oR 2 2K oR 2 OK oR 2K KK 


March 6, 7, 8, Monday through Wednesday 
9:30 a.m.-12:30 p.m. - Young Building(F) #108 
1:30 p.m.-4:30 p.m. - Young Building(F) #108 


March 20, 21, & 22, Monday through Wednesday 
5:30 p.m.-8:30 p.m. - Young Building(F) #108 


HK RK KK 2K 2 aK 2k 2K akg 2g oo 9K 2K 2 oe ag 2 oo i oe 2g 2 2 2g ie 2 28 2B KK Ko OK OK 
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April 10, 11, & 12, Monday through Wednesday 
9:30 a.m.-12:30 p.m. - Young Building(F) #108 
1:30 p.m.-4:30 p.m. - Young Building(F) #108 


April 24, 25, & 26, Monday through Wednesday 
5:30 p.m.-8:30 p.m. - Young Building(F) #108 


OK 2K OK 25 As 2s 2 2 2s 2 2 2K OK ok OK 2K OK OK 2K OK 2K OK 25 2g 2 OK 2 2g Og OO Og OB 2s OI OO OO OO OK OK OK OK OK OK OK KK 


May 8,9, & 10, Monday through Wednesday 
9:30 a.m.-12:30 p.m. - Young Building(F) #108 
1:30 p.m.-4:30 p.m. - Young Building(F) #108 


May 22, 23, & 24, Monday through Wednesday 
5:30 p.m.-8:30 p.m. - Young Building(F) #108 


OBR OK OB 2 OE OS 2 OK OK 2K 2K 2K 2K 2 2S OK 2 2g OO 2 OS OR OI 2S OK OK OR OKO OK OK OK OK OK OK OK OK 2K OK OK OK OK OK OK 2K OK OK OK 2K OK OK OK 


June 5,6, & 7, Monday through Wednesday 
9:30 a.m.-12:30 p.m. - Young Building(F) #108 
1:30 p.m.-4:30 p.m. - Young Building(F) #108 


June 12, 13, & 14, Monday through Wednesday 
5:30 p.m.-8:30 p.m. - Young Building(F) #108 





ho 
YY 
Community C° 


April 10, 11, & 12, Monday through Wednesday 
9:30 a.m.-12:30 p.m. - Young Building(F) #108 
1:30 p.m.-4:30 p.m. - Young Building(F) #108 


April 24, 25, & 26, Monday through Wednesday 
5:30 p.m.-8:30 p.m. - Young Building(F) #108 


OK OK 2K OK OK OK OK OK 2 2K OK oo OK Og OO 2 2 OK OK OK OK OK OK OK OK OK OK OK OK 2 OK 28 2 OK OK OK OK OK OK OK OK Ok OK OK 6 OK OK 2K K 


May 8,9, & 10, Monday through Wednesday 
9:30 a.m.-12:30 p.m. - Young Building(F) #108 
1:30 p.m.-4:30 p.m. - Young Building(F) #108 


May 22, 23, & 24, Monday through Wednesday 
5:30 p.m.-8:30 p.m. - Young Building(F) #108 


2K 2K 2K 2K 26 2K of oi 2k oie oi 2k i aK ie i 2K 2K 26 oo of 2 i KOK 2 2K OK KK 2K 2 Ko 2 eK OK OB oR 2 oR BoB 2 oo ok OK KK 


June 5, 6, & 7, Monday through Wednesday 
9:30 a.m.-12:30 p.m. - Young Building(F) #108 
1:30 p.m.-4:30 p.m. - Young Building(F) #108 


June 12, 13, & 14, Monday through Wednesday 
5:30 p.m.-8:30 p.m. - Young Building(F) #108 


ENHANCE YOUR RESUME 


The Career Readiness 
Certificate provides proof of 
an employee's foundational 

WOIK Skills. 


STATE OF NORTH CAROLINA 
ay 
Career Renee Certificate 


copnition of demonstrated skills 
Applied Ma hos re ee rmaton, & Loc Sainte ation 


A 


Complete the Reading for 
Information, Applied Math, 
and Locating Information 

Assessments 
Gold Certificate 
Earn a Gold, Silver, or Bronze 
Certificate 


Date “Goremor Pat MeCror 








NORTH CAROLINA CAREER 
READINESS CERTIFICATE 


FREE PREPARATION CLASSES ON CAMPUS! 


Call For More Information 
(252) 862-1202 


The North Carolina Career Readiness Certificate is a nationally 
recognized portabk credential that promotes skills and career 
development for individuals and confirms to employers that a job 
applicant has the necessary foundational skills to succeed on th e job. 


Defensive Driving Classes 
Spring 2017 


This four (4) hour instructor-led class is designed to improve driving behaviors and 
increase the understanding of the benefits of defensive but safe driving. Participants 
may be eligible for discounts on auto insurance or lower points and the completion of 
this class may meet court requirements for ticket reductions. Price includes 
workbook. Participants are required to preregister to attend class. 





Cost: $65.00 


Jan.14 5-9pm Jan. 25 8:30am - 12:30 pm 
Feb.4 5-9pm Feb. 15 8:30 am - 12:30 pm 
Mar.4 5-9pm Mar. 15 8:30 am - 12:30 pm 
ADT ena Din) April 19 8:30 am - 12:30 pm 


May 6 8:30 am - 12:30 pm 


Location: Jernigan 109 
Contact Shirley Gay at (252) 862-1 307 or 
come to Jernigan Bldg., Rm 101 to pre-register & pay 


Oya Ul al=s@rele lesion @rel ke lLele 
Roanoke-Chowan Community College 
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obras ta) Complete your courses anytime anywhere! 
ACCOUNTING & FINANCES 
arya icas Our instructor-led online courses are informative, fun, convenient, and 
NONPROEIT highly interactive. We focus on creating warm, Supportive communities for 
CHILDREN, PARENTS, AND FAMILY our learners. New course sessions begin monthly. Visit our website to view 
COLLEGE READINESS start dates for the courses that interest you. 
COMPUTERS 
DATABASE MANAGEMENT 
DIGITAL PHOTOGRAPHY 


GRAPHIC DESIGN 
HEALTH CARE 
LANGUAGES 

LAW AND LEGAL 
MICROSOFT APPLICATIONS Instructor-Led 6-week format Flexible Pace 

















PERSONAL ENRICHMENT 

PROJECT MANAGEMENT 

TEACHING AND EDUCATION 

VETERINARY 

WEB DESIGN 

WRITING AND MORE! 





Affordable Student Friendly Effective 


Prices start as low as: $75 g up 








www.ed2go.com/roanokeced 











Welcome How to Get Started: 


Our instructor-facilitated online courses are informative, fun, 


. 1. Visit our Online Instruction Center: 
convenient, and highly interactive. Our instructors are famous for 


their ability to create warm and supportive communities of learners. www.ed2go.com/roanokeced 
Most courses run for six weeks (with a ten-day grace period at the 2. Click the Courses link, choose the 

end). Courses are project-oriented and include lessons, quizzes, department and course title you are 
hands-on assignments, discussion areas, supplementary links, and interested in and select the Enroll Now 
more. You can complete any of these courses entirely from your button. Follow the instructions to enroll and 


home or office and at any time of the day or night. pay for your course. Here you will enter your 
e-mail and choose a password that will grant 


you access to the Classroom. 


Start Dates: 


New course sessions begin each month. Please visit our Online 


; ' 3. When your co ‘ 
Instruction Center to see exact start dates for the courses that interest you. y Urge Staite 11U(D 10, 2Ur 


Online Instruction Center and click the 
Classroom link. To begin your studies, 


Requirements: 

All courses require Internet access, E-mail, Microsoft Internet Explorer, or 
Firefox web browsers. Some courses may have additional requirements. 
Please visit our Online Instruction Center for more information. 


simply log in with your e-mail and the 
password you selected during enrollment. 


PMP Certification Prep 1 


Project Management Courses (eeiiersncesegc 


manager by preparing to take—and pass—the 
PMP® certification exam. 











PMP Certification Prep 2 

Prepare to take—and pass—the Project 
Management Institute's PMP® certification 
exam. 


High Speed Project Management 

Learn to deal with the realities of managing 
projects at supersonic speeds despite truncated 
timelines, inadequate staffing, and skimpy 
budgets. 





Leadership 

Gain the respect and admiration of others, exert 
more control over your destiny, and enjoy 
success in your professional and personal life. 


Project Management Fundamentals 
Gain the skills you'll need to succeed in the 
fast-growing field of project management. 


Project Management Applications 
Experienced project manager teaches you tricks 
of the project management trade. 





www.ed2go.com/roanokeced | @ed2go _Visit our Online Instruction Center to find more courses! 
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Use this cloud-based accounting program to 
record income and expenses; enter checks and 
credit card payments; track your payables, 
inventory, and receivables; and much more. 


ACCOUNTING & FINANCES 


Accounting Fundamentals 

Gain a marketable new skill by learning the 
basics of double-entry bookkeeping, financial 
reporting, and more. 


Accounting Fundamentals II 

Give yourself skills that are in high demand by 
exploring corporate accounting with a veteran 
instructor. 


Advanced Microsoft Excel 

Versions Available: 2007, 2010, 2013, 2016 
Master advanced features and functions of 
Microsoft Excel, including analysis tools, data 
tables, PivotTables, and conditional formatting. 


intermediate Microsoft Excel 

Versions Available: 2007, 2010, 2013, 2016 
Take your Microsoft Excel skills to the next level 
as you master charts, graphs, PivotTables, 
Slicers, Sparklines, AutoFilter, macros, and other 
advanced Excel functions. 


intermediate QuickBooks 

Version Available: 2013, 2014, 2015, 2016 
Master the advanced features of QuickBooks and 
learn to manage multiple company files, create 
customer statements, enter price levels for 
inventory, and much more. 





Certificate in Complementary and 
Alternative Medicine 

(22 contact hours) Enhance your professional 
marketability by gaining a broad understanding 
of alternative health care options. 


Certificate in Healing Environments 
in this innovative certificate program, you'll 
examine how Optimal Healing Environments 
(OHEs) impact the health of individuals and 
communities on a physical, social, 
Psychological, and spiritual level. 


Certificate in Spirituality, Health, 

and Healing 

(25 contact hours) Enhance your professional 
marketability by recognizing the impact spiritual 
values and beliefs have on health and healing. 





Published writer shows you how to give 
yourself the credibility you need to get your 
books and articles published. 


Introduction to Crystal Reports 

Learn how to use Crystal Reports to create 
attractive business documents that are easy to 
read and understand. 


introduction to Microsoft Excel 

Versions Available: 2007, 2010, 2013, 2016 
Become proficient in using Microsoft Excel and 
discover countless shortcuts, tricks, and features 
for creating and formatting worksheets quickly 
and efficiently. 


Introduction to QuickBooks 

Versions Available: 2013, 2014, 2015, 2016 
Gain control of your business as you learn to use 
this powerful accounting software to create and 
print invoices, track your payables and 
receivables, and more. 


Introduction to QuickBooks Online 

Use this cloud-based accounting program to 
record income and expenses; enter checks and 
credit card payments; track your payables, 
inventory, and receivables; and much more. 


Microsoft Excel - Pivot Tables 

Master all the features of Excel Pivot Tables, 
including little-known options and settings, 
layouts, calculated fields, multi-level subtotals, 
Pivot Charts, Timelines, and Slicers. 


Certificate in Meditation 

(8 contact hours) In this certificate program, 
you'll explore the many meditation techniques 
that can be used to support the mind-body 
connection and promote healing, health, and 
wellness. 


Certificate in Stress Management 
(14 contact hours) Explore the physiological, 
social, and psychological impacts of stress and 


~ study modalities to get stress under control. 


Certificate in Energy Medicine 

(10 contact hours) Explore the use of healing 
energy medicine techniques in health care, 
including meditation, acupuncture, qigong, 
sound and music therapy, and gentle hand 
techniques such as Reiki and reflexology. 





www.ed2go.com/roanokeced 





Certificate in Global Healing Systems 


er 








(13 contact hours) Deepen your knowledge of 
medical treatment by exploring alternative 
health care practices from India, China, Eastern 
Europe, and Central, North, and South America. 


Performing Payroll in QuickBooks 
Versions Available: 2013, 2014, 2015 
Learn how to use QuickBooks to create 
paychecks, pay taxes, generate forms, and 
produce dazzling reports. 


QuickBooks for Contractors 

Versions Available: 2013, 2014, 2015 

Learn how to use the Premier Contractor Edition 
of QuickBooks 2014 for your construction 
business to create contract estimates, perform 
time tracking and job costing, generate powerful 
reports, and much more.. 


ARTS 


Beginner's Guide to Getting Published 
Published writer shows you how to give yourself 
the credibility you need to get your books and 
articles published. 


Drawing for the Absolute Beginner 
Gain a solid foundation in drawing and become 
the artist you've always dreamed you could be! 


Introduction to Guitar 
Master basic guitar skills and become the 
musician you've always wanted to be. 


Music Made Easy 
Learn the fundamentals of music theory. Be able 
to read, write, and play simple music. 


Introduction to Natural Health 

and Healing 

Learn how to promote wellness, balance, and 
health in all aspects of your daily life. 


Certificate in Global Healing Systems 
(13 contact hours) Deepen your knowledge of 
medical treatment by exploring alternative 
health care practices from India, China, Eastern 
Europe, and Central, North, and South America. 


Certificate in Mindfulness 

(8 contact hours) In the Certificate in 
Mindfulness, you'll learn about mindfulness and 
meditation, mindfulness and happiness, mindful 
eating, mindful movement (walking, yoga, Tal 
Chi, and Qigong), and mindful relationships. 





INSTRUCTOR-LED ONLINE COURSES 


Keys to Effective Communication 





Lost for words? Don't be! Learn to build 
rapport, trust, warmth, and respect through 
conversation. 


BUSINESS COMMUNICATION 


Building Teams That Work 

What are the secrets to managing successful 
teams in the workplace? Explore communication 
techniques and problem-solving skills that will 
help you get your team on track in no time. 


Effective Business Writing 

Improve your career prospects by learning how 

to develop powerful written documents that draw 
readers in and keep them motivated to continue 

to the end. 


Fundamentals of Technical Writing 
Learn the skills you need to succeed in the well- 
paying field of technical writing. 


Interpersonal Communication 

Become aware of the conscious and 
unconscious codes of meaning we send when 
communicating with others. 


Keys to Effective Communication 
Lost for words? Don't be! Learn to build rapport, 
trust, warmth, and respect through conversation. 


Writing Essentials 

Master the essentials of writing so you can excel 
at business communications, express yourself 
clearly online, and take your creative literary 
talents to a new level. 


BUSINESS SOFTWARE 


Intermediate Microsoft Word 

Versions Available: 2007, 2010, 2013, 2016 
Master the advanced features and learn how to 
create an index, build a list of figures, design a 


table of contents, do desktop publishing, perform 


a mail merge, and use timesaving shortcuts. 


Introduction to Microsoft Outlook 
Versions Available: 2007, 2010, 2013 

Get up to speed with the latest developments, 
including how to manage your email, calendar, 
and contacts and how to get the most out of 
program toolss. 


Introduction to Microsoft PowerPoint 





Learn how to use Microsoft PowerPoint to 
create exciting slide presentations that include 
SmartArt, multimedia, animation, sound, 
charts, clip art, and hyperlinks. 


BUSINESS SKILLS 


Administrative Assistant Applications 
Gain the skills and knowledge you'll need to 
prepare for the Certified Administrative 
Professional exam and begin a rewarding career 
as an administrative assistant. 


Administrative Assistant Fundamentals 
Prepare to take advantage of the many new job 
opportunities in health care, legal services, and 
other industries. 


Business Finance for Non-Finance 
Personnel 

This course will help you understand business 
environments, financial statements, and strategy 
so you can make more profitable business and 
personal financial decisions. 


Computer Skills for the Workplace 
Gain a working knowledge of the computer skills 
you'll need to succeed in today's job market. 


Effective Selling 

Learn the secret to converting a potential 
customer into a long-term asset. Find out how to 
lay the groundwork for repeat business and your 
future success. 


Fundamentals of Supervision and 
Management 

Learn the people skills required to motivate and 
delegate, and learn tools for solving problems 
and resolving conflicts. 


Introduction to Microsoft PowerPoint 
Versions Available: 2010, 2013, 2016 

Learn how to use Microsoft PowerPoint to 
create exciting slide presentations that include 
SmartArt, multimedia, animation, sound, charts, 
clip art, and hyperlinks. 


Introduction to Microsoft Project 
Versions Available: 2010, 2013, 2016 
Discover how to effectively plan, implement, 
manage, and control projects using Microsoft 
Project, the world's most popular project 
management software. 





Understanding Adolescents 
‘Be <4 





Uncover the secrets of the adolescent mind. 
Gain valuable information on how they feel, how 
their identities develop, and how you can best 
meet their needs. 


Fundamentals of Supervision and 
Management Il 

Learn how to be an effective manager or 
supervisor. Master the basics of communicating 
effectively, and learn tools for developing your 
own interpersonal skills. 


Individual Excellence 

Master twelve career-enhancing skills including 
goal setting, time management, personal 
organization, and creativity. 


Introduction to Business Analysis 
Learn powerful techniques to improve your 
decision-making skills at work. 


Introduction to Windows 

Versions Available: 7, 8, 10 

Learn how get the most from the Windows 8 
operating system, including managing apps, 
programs, photos, files, and folders. 


Manufacturing Applications 

Increase efficiencies and productivity by learning 
to apply the principles and concepts of 
manufacturing. 


Manufacturing Fundamentals 
Learn the basic skills required to work in the 
manufacturing field. 


Mastery of Business Fundamentals 
Acquire practical experience in strategic 
planning, management, and finance without 
enrolling in an MBA program. 


Introduction to Microsoft Word 
Versions Available: 2007, 2010, 2013, 2016 
Learn how to create and modify documents 
using Microsoft Word, the world's most popular 
word processing program. 
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Purchasing Fundamentals 
Improve your company’s bottom line by 
mastering the fundamentals of purchasing. 


Six Sigma: Total Quality Applications 
Learn to apply the elements and methods of Six 
Sigma to achieve the highest possible quality. 


Total Quality Fundamentals 
Learn the basics of total quality management. 


NONPROFIT 


Introduction to Nonprofit Management 
Develop the skills and strategies you need to 
become an integral part of one of America's 
fastest growing service sectors. 


Marketing Your Nonprofit 

Further the ideals and goals of your nonprofit by 
learning to compete more effectively for 
members, media attention, donors, clients, and 
volunteers 


Starting a Nonprofit 
Industry veteran shows you how to take a 
nonprofit business from vision to reality. 


Wow, What a Great Event! 

Looking for a fun new career coordinating special 
events? Learn proven techniques from a master 
event planner. 





Assisting Aging Parents 

Be prepared to handle the challenges you and 
your parents will face in the coming years, while 
learning to cherish the transition. 


This was a wonderful class. It was practical, but 
also offered moral support to those of us assisting 
aging parents. | am so glad | took this class. 


Common Core Standards for English 
Language Arts K-5 

Gain confidence in applying the Common Core 
State Standards for English Language Arts 
(reading, writing, speaking and listening, and 
language) to the K-5 classroom. 


Empowering Students With Disabilities 
Explore common disabilities you'll encounter in 
the classroom and master techniques for 
promoting academic, behavioral, and social skills 
in Students with special needs. 


Genealogy Basics 

Learn where to look, who to contact, and how to 
use research tools to begin an exciting 
exploration of your roots. 


Homeschool With Success 

Discover how to homeschool your children in a 
way that ensures they get what they need both 
academically and socially. 


Luscious, Low-Fat, Lightning-Quick 
Meals 

Join a registered dietitian and discover how easy 
it can be to prepare meals that are both delicious 
and nutritious! 


Marriage and Relationships: Keys to 
Success 

Getting married is just the first step! Learn how to 
build a solid foundation for a healthy partnership 
that will last far beyond | do. 


Ready, Set, Read! 
A learning specialist shows you how to raise a 
successful reader and writer. 


Response to Intervention: Reading 
Strategies That Work 

Learn response to intervention (RTI) strategies 
that ensure the struggling readers in your 
classroom get the help and education they need. 


Singapore Math Strategies: Advanced 
Model Drawing for Grades 6-9 

Master model drawing, a revolutionary technique 
for teaching middle school math students how to 
triumph over word problems and learn to love math. 


Singapore Math Strategies: Model 
Drawing for Grades 1-6 

In this professional development course for 
teachers, you'll get the training you need to start 
teaching model drawing, the powerful Singapore 
Math strategy that gives word problems a visual 
context. 


Singapore Math: Number Sense and 
Computational Strategies 

In this teacher training course, you'll learn 
Singapore's innovative and practical strategies 
for solving addition, subtraction, multiplication, 
and division problems. 


Teaching Preschool: A Year of Inspiring 
Lessons 

In this course on teaching preschoolers, you'll 
learn how to come up with creative and balanced 
preschool lesson plans for every month of the 
school year. 


Teaching Students With Learning 
Disabilities 

Learn how to successfully meet the diverse 
needs of students with learning disabilities in your 
classroom. 


Teaching Writing: Grades K-3 
Learn how to nurture student writers in the early 
elementary classroom. 


Understanding Adolescents 

Uncover the secrets of the adolescent mind. Gain 
valuable information on how they feel, how their 
identities develop, and how you can best meet 
their needs. 
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OUR MOST POPULAR 
ONLINE COURSES 


Romance Writing 

Whether you're a new or experienced writer, 
this course will teach you the skills you need 
to write a romance novel that will make 
readers swoon. 


Introduction to Microsoft Excel 2010 
Become proficient in using Microsoft Excel 
2010 and discover dozens of shortcuts and 
tricks for setting up fully formatted worksheets 
quickly and efficiently. 


Introduction to Lightroom 5 

Learn how to use the tools in Adobe 
Photoshop Lightroom 5 to organize and edit 
your images, fine-tune lighting and color, and 
develop an efficient image processing workflow. 


Introduction to Microsoft Project 2013 
Discover how to effectively plan, implement, 
manage, and control projects using the 
world's most popular project management 
software. 


Teaching High School Students 
Master the latest teaching strategies to help 
you reach high school students, including 
differentiated instruction and classroom 
management. 


Accounting Fundamentals 

Gain a marketable new skill by learning the 
basics of double-entry bookkeeping, financial 
reporting, and more. 


Medical Terminology: A Word 
Association Approach 

Prepare for a career in the health services 
industry by learning medical terminology in a 
memorable and enjoyable fashion. 


Introduction to SQL 

Gain a solid working knowledge of the most 
powerful and widely used database 
programming language. 


Keys to Effective Communication 
Lost for words? Don't be! Learn to build 
rapport, trust, warmth, and respect through 
conversation. 


Creating WordPress Websites 

Learn how to use WordPress, a free and 
popular Web design tool, to quickly and easily 
create attractive blogs and interactive websites. 





INSTRUCTOR-LED ONLINE COURSES 


Human Anatomy and Physiology 





Gain a greater appreciation and 
understanding of the marvelous complexity of 
the human body. 


CLASSROOM COMPUTING 


Blogging and Podcasting for Beginners 
Learn how to create your very own blog and add 
a podcast too using the tools that you already 
have available on your computer. 


Creating a Classroom Web Site 

Learn how to create a classroom Web site and 
how having one can make you a more effective 
and dynamic teacher. 


Integrating Technology in the Classroom 
In this professional development course for 
teachers, you'll learn the secrets of technology 
integration in the classroom, gaining the skills 
educators need to use tools such as wikis, 
podcasts, and blogs effectively. 


Microsoft Excel 2007 in the Classroom 
Learn the basics of Microsoft Excel 2007 in this 
professional development course for teachers, 
and get the training every teacher needs for 
using and teaching this powerful program 
effectively in the classroom. 


Microsoft PowerPoint 2013 in the 
Classroom 

In this course for teachers, you'll learn how to 
motivate students and enrich lessons by bringing 
Microsoft PowerPoint 2013 presentations into 
your classroom. 

Microsoft Word 2007 in the Classroom 
Harness the power of the most popular word 
processing program on the market and become a 
more productive and creative teacher. 


COLLEGE READINESS 


Human Anatomy and Physiology 
Gain a greater appreciation and understanding 


of the marvelous complexity of the human body. 


Human Anatomy and Physiology Il 
Learn the basic characteristics of the four main 
types of tissues, the general and special 
senses, cellular metabolism, body chemistry, 
and significant events in the life span, from 
fertilization through old age. 


Introduction to Algebra 

Understand how algebra is relevant to almost 
every aspect of your daily life, and become 
skilled at solving a variety of algebraic 
problems. 


Creating a Classroom Web Site 





pore 


Learn how to create a classroom Web site and 
how having one can make you a more 
effective and dynamic teacher. 


Teaching Smarter With SMART Boards 
Master the use of SMART Board and SMART 
Notebook technology so you can create powerful 
interactive lessons that capture your students’ 
attention. 


The Classroom Computer 
Learn how to use the classroom computer to 
increase learning and motivate students. 


Using the Internet in the Classroom 
Discover how you can use the Internet to make 
teaching easier for you and more relevant to your 
students. 


COMPUTER APPLICATIONS 


Intermediate Dreamweaver CS6 

Take your Adobe Dreamweaver skills to the next 
level with more advanced Web design 
techniques under the tutelage of a proven Web 
development expert. 


Intermediate Flash CS5 

Master the use of more advanced Flash 
techniques including Movie Clip symbols, 
ActionScript, animation, application 
programming, and interactivity techniques. 


Intermediate InDesign CC 

Learn to use advanced features in Adobe 
InDesign Creative Cloud (CC) to produce 
professional brochures, forms, and documents. 


Introduction to Biology 

Learn how cells and DNA determine the 
structure and function of the human body and 
get a foundation for a career in the healthcare 
or medical professions. 


Introduction to Chemistry 

Gain a solid foundation in the basics of 
chemistry and see how everything that goes on 
in your body depends on a chemical reaction. 


Introduction to Statistics 

Improve your understanding of data and learn 
how to develop graphs and charts so you can 
use this information to make better decisions. 


Introduction to PHP and MySQL 





Learn how to create dynamic, interactive Web 
sites using PHP and a MySQL database 
server. 


Intermediate Photoshop 

Versions Available: CS5, CS6, CC 

Extend your Photoshop knowledge and learn how 
to enhance graphics by using layers, layer 
masks, and other advanced photo-editing 
features. 


Introduction to Adobe Acrobat X 

Learn how to use Adobe Acrobat X to create PDF 
files and take advantage of its many time-saving 
features, communication options, and forms. 


Introduction to Adobe Edge Animate 
Learn how to use Edge Animate, Adobe's tool for 
creating graphics, animation, and interactive 
content for the Web and mobile devices. 


Introduction to Digital Scrapbooking 
Learn how to make the most of your 
scrapbooking talents and artistic ideas when you 
combine digital and traditional scrapbooking 
techniques. 


Introduction to Dreamweaver CS6 

Learn to create Web pages, layouts, and 
websites using CSS formatting options and other 
tools with Adobe's industry-standard Web design 
application. 


Introduction to Flash CS5 

Learn how to use Adobe Flash CS5 to create 
engaging Web sites, Flash movies, animation, 
and interactive applications. 


Introduction to Illustrator CS6 

Learn to design and draw vector art, work with 
shape gradients, and manipulate color images 
using Adobe Illustrator CS6. 


Math Refresher 
Gain confidence in your basic math skills and 
start using math to your advantage. 


Medical Math 
Master the math skills you need to succeed in 
the medical field. 
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Introduction to InDesign 

Versions Available: CC, CS6 

Learn how to use Adobe InDesign CS6, the 
industry-standard desktop publishing software 
program, to design professional-quality 
letterheads, brochures, eBooks, and more. 


Introduction to Lightroom 

Versions Available: 5, CC 

Learn how to use the tools in Adobe Photoshop 
Lightroom to organize and edit your images, fine- 
tune lighting and color, and develop an efficient 
image processing workflow. 


Introduction to Photoshop 

CS5 and CS6 Course Available 

Learn how to use Adobe Photoshop CS5, the 
world's best graphics program, to edit and 
process photos and create original images. 


Photoshop CC for the Digital 
Photographer 

Learn how to use Adobe Photoshop Creative 
Cloud (also called Photoshop CC) to edit and 
enhance your photographic images. 


Photoshop CC for the Digital 
Photographer Il 

lf you already know the basics of Photoshop CC, 
take your photo-editing skills to the next level by 
mastering its advanced features. 


Photoshop Elements for the Digital 
Photographer 

Versions Available: 9, 12, 13 

Learn how to use Adobe Photoshop Elements to 
successfully edit and fix your photos and digital 
images. 


Photoshop Elements or the Digital 
Photographer II 

Versions Available: 9, 12, 13 

Master the advanced features of Adobe's 
Photoshop Elements, and learn to edit and 
enhance digital images, restore old photos, and 
merge images. 





UTER FUNDAMENTALS 


introduction to Linux 

Learn how to use the Linux desktop operating 
system along with the included productivity, 
multimedia, and Internet software. 


introduction to PC Troubleshooting 
Learn to decipher and solve almost any problem 
with your PC. 


introduction to Programming 

Take your first steps toward a career as a 
computer programmer as you master basic 
programming concepts and get hands-on 
practice in writing applications containing GUls, 
sound, and graphics. 


Keyboarding 
Learn how to touch-type or improve your existing 
typing skills using Keyboarding Pro 5. 


LPI Linux Essentials Exam Prep 

Master the Linux operating system using both the 
graphical desktop and the text-based command 
line environments and prepare for the Linux 
Professional Institute (LP!) Linux Essentials exam. 





COMPUTER PROGRAMMING 


Creating Mobile Apps with HTML5 
Learn to use HTML5, CSS3, JavaScript, jQuery, 
and Web APIs to create cross-platform mobile 
apps and mashups. 


Intermediate C# Programming 
Learn to write Graphical User Interface programs 
in the C# Programming Language. 


Intermediate Java Programming 
Deepen your understanding of the Java 
programming language, and start writing 
programs that are more sophisticated and 
professional. 


Intermediate PHP and MySQL 

Learn how to create a dynamic, interactive online 
store using advanced PHP techniques and a 
MySQL database server. 


Intermediate Visual Basic 

Gain in-demand VB skills writing sophisticated 
Windows programs that access and modify 
business databases. 


Introduction to ASP.NET 
Learn how to create powerful, interactive, 
community-based Web sites with ASP.NET. 


Introduction to C# Programming 
Learn the fundamentals of computer 
programming with the new C# programming 
language. 


Introduction to C++ Programming 
Learn to program in C++, even if you have no 
prior programming experience! 


Introduction to Java Programming 

An experienced Java programmer introduces 
important Java topics with clear, step-by-step 
instructions. 


Introduction to Perl Programming 
Learn a programming skill that will make you a 
more valuable Web developer or system 
administrator. 


Introduction to PHP and MySQL 
Learn how to create dynamic, interactive Web 
sites using PHP and a MySQL database server. 


Introduction to Python 2.5 Programming 
Learn the fundamentals of computer 
programming in Python with topics that include 
basic decisions and loops, advanced data 
structures, object-oriented programming, and 
graphical user interfaces. 


Introduction to Python 3 Programming 
Enhance your résumé by adding Python to your 
programming skills. 


Introduction to Visual Basic 

Learn how to write code for Windows applications 
using the Visual Basic programming language 
and development environment. 


Mac, iPhone, and iPad Programming 
Learn to create Mac, iPhone, and iPad apps and 
programs using Objective-C and the Xcode 
compiler. 
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“Learn Microsoft Olfice in Six Weeks 


From the Comfort of Home 





INSTRUCTOR-LED ONLINE COURSES 


CREATIVE WRITING 


Advanced Fiction Writing 
Explore advanced fiction writing techniques with 
a published novelist. 


Beginning Writer's Workshop 
Get a taste of the writer's life and improve your 
writing skills in this introduction to writing creatively. 


Breaking Into Sitcom Writing 

Learn from a veteran TV comedy writer how to 
write professional sitcom scripts and how to 
break into show business. 


Introduction to Screenwriting 

Learn everything you need to know to write a 
great script, structure, character creation, and 
dialogue to marketing and selling your screenplay. 





Journaling 

learn how journaling can help you learn more about 
yourself, explore your dreams, values, and beliefs, 
improve your health, survive unwanted change, 
succeed in your career, and express your creativity. 


Mystery Writing 

Using vivid examples from bestselling mystery 
novels, this course will teach you the techniques 
you need to become a successful author. 


Publish and Sell Your E-Books 

Learn how to use free tools to publish an e-book, 
and then list and sell your e-books in the world's 
largest online bookstores. 


Research Methods for Writers 
Learn the most efficient and effective methods to 
conduct research for any writing project. 
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Romance Writing 

Whether you're a new or experienced writer, this 
course will teach you the skills you need to write 
a romance novel that will make readers swoon. 


The Craft of Magazine Writing 

If you're a determined new writer, this class will 
provide you with the skills you need to get 
published. 


The Keys to Effective Editing 
if you aspire to be an editor, this course will teach 
you the fundamentals of top-notch editing for 

both fiction and nonfiction. 


Travel Writing 

Profit from your experiences in exotic lands (or 
your own backyard) by learning how to write and 
sell travel articles and books. 





Suites and Series Bundles 





SUITES 


Administrative Assistant Suite 

Learn the skills you need to excel as an administrative 
professional or executive assistant 

Adobe Value Suite 

This discounted group of courses teaches you the basics of 
Adobe's powerful image and graphic design software. 


Basic Computer Skills Suite 


Learn essential computer skills for the 21st century workplace, 


including how to troubleshoot PC issues! 
Computer Networking Suite 


Learn the fundamentals of networking and prepare for a career in 


an exciting and fast-growing field. 


Creative Writing Value Suite 


Spark your creativity and get writing with this group of courses. 


You'll cover everything from creative writing techniques to 
editing your work. 


Digital Marketing Suite 

Learn how to develop an Internet marketing plan, use popular 
social media platforms, and achieve higher positions with 
search engines. 


Entrepreneurship Suite 
Let this discounted set of online courses hone your 
entrepreneurial spirit and help get your business going. 


These bundles allow you to take multiple courses at 
a discounted price while gaining an in-depth 
understanding of the subject area. 
Our instructor-led online courses 
are informative, fun, convenient, 
and highly interactive. We focus 
on creating warm, supportive 
communities for our learners 

and offer new. 


e 6 Week Format 
e 24-Hour Access 
e Discussion Areas 


¢ Monthly start 
sessions 


e Expert Instructor 


Explore a Career in Healthcare Suite 


if you're considering a career in healthcare, this group of online 
courses will introduce you to three different opportunities within 


the industry. 


Grant Writing Suite 

Learn everything you need to know to start writing grant 
proposals and consult or volunteer for non-profit, public 
foundations. 


Leadership Suite 


Leading a team requires a unique ability to manage teams, make 


decisions, and work with a variety of personalities. Learn all of 
these skills in the Leadership Suite. 


Nonprofit Suite 

Want to enter the world of working for non-profits? Or are you 
wanting to start your own non-profit? Let this discounted suite 
of courses teach you everything you need to know. 


Photography Suite 
Learn everything from photography fundamentals to advanced 


portrait techniques to advance your photography hobby or turn 


it into a business. 


Presentation Skills Suite 

Learn everything you need to know to master public speaking, 
create PowerPoint presentations, and incorporate humor into 
your presentation delivery. 





Project Management Suite 
Learn the fundamentals of project management in this 
discounted suite of online courses. 


Microsoft Office 2016 Value Suite 

Learn to use the basic features of Microsoft Word 2016, 
Microsoft Excel 2016, and Microsoft PowerPoint 2016, three of 
the most fundamental software programs used in educational 
and professional settings. 


Reading Strategies Suite 

Learn creative ways to improve student literacy, turn guided 
reading strategies into opportunities, and bring differentiated 
instruction to life in your classroom. 


Real Estate Suite 

These courses will help you understand what it takes to build 
wealth, how to invest in real estate, and legalities surrounding 
real estate. 


Sales Training Suite 

Learn the skills you need to obtain a lucrative career in sales. 
This group of online sales classes will teach you everything 
from communication to closing the deal. 


Soft Skills Suite 

Want to brush up on your soft skills? This suite of courses 
teaches everything from working with tough personalities to 
making better business decisions. 


Stock Trading Suite 

Learn how to make wise investment decisions and discover 
valuable techniques that show you step-by-step how to research 
and value stocks. 


Supply Chain Suite 
Discover and master the fundamentals of purchasing and supply 
chain management with this group of online classes. 


Web Design Value Suite 

Create your own webpages and websites after learning 
everything from web design layout to CSS3/HTMLS and 
Javascript. 
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Write and Publish Your Nonfiction Book 
Become a professional author or advance your 
career by learning to write, edit, and publish 
nonfiction books of all types. 


Write Fiction Like a Pro 

A Hollywood writer and author teaches you how 
professional writers use story outlines to structure 
any type of story. 


Write Your Life Story 

Learn how to create and distribute an 
inspirational and professional autobiography for 
family, friends, and others. 


Writeriffic: Creativity Training for Writers 


Banish writer's block forever with these tricks 
from the published writer's toolbox. 


Workplace Law Essentials Value Suite 
Whether you're an aspiring paralegal or human resources 
professional, these courses will teach you the fundamentals of 
workplace legalities. 


Writing and Editing Value Suite 
Brush up on your grammar, writing, and editing skills with this 
discounted bundle of online courses! 


Accounting Fundamentals Series 

if you're interested in increasing your financial awareness 
while also gaining a marketable skill, this series of courses is 
perfect for you. 


C# Programming Series 

Learn the fundamentals of computer programming with C#, the 
in-demand and incredibly useful programming language that 
incorporates the best features of Visual Basic, C++, and Java. 


Creating WordPress Websites Series 
This series of courses will take you from having zero 
experience and knowledge of web design to more advanced 
techniques. 


Educator's Fundamentals Series 
Whether you're a new teacher or seasoned veteran, these 
fundamental courses will help you gain control of your 
classroom and more effectively teach all learner types. 


Grammar Refresher Series 
These online courses will help you gain confidence in your 
ability to produce clean, grammatically correct work. 


GRE Prep Series 
With GRE Preparation — Part 1 and Part 2, you'll be prepared 
for all aspects of the computerized GRE® revised General Test. 


Writing for Children 


Published children's author shows you how to touch 
the hearts of children by creating books for them. 


Writing for ESL 
Learn how to write in English more effectively to 
succeed in college and at work. 


Writing Young Adult Fiction 

Develop your own young adult novel and learn 
how to break into one of today's hottest 
publishing markets. 


HTML and CSS Series 
Learn to use CSS3 and HTMLS to create professional-quality 
websites for desktops, laptops, and mobile devices. 


Human Physiology Series 
Understand the intricacies and inner workings of the human 
body in this two-part series. 


Java Programming Series 
Learn Java programming, one of the most widely used 
computer languages, in this discounted series of courses. 


Medical Spanish Series 
Communicate more effectively with Spanish-speaking patients 
after taking this discounted series of courses. 


Medical Terminology Series 
Prepare for a career in the health services industry by learning 
medical terminology. 


Microsoft Access 2016 Series 
Learn how to organize, edit, manage, and report data using 
Microsoft Access 2016. 


Microsoft Excel 2016 Series 
Learn to use basic, intermediate, and advanced features of 
Microsoft Excel 2016. 


Microsoft Word 2016 Series 
This discounted bundle teaches you the ins and outs of 
Microsoft's newest release. 


Oracle Series 

Learn how to use the Oracle database management system and 
gain hands-on experience with Oracle's PL/SQL programming 
language. 


PHP and MySQL Series 

Learn how to create interactive websites, including how to 
create an interactive online store complete with an online 
catalog of products. 


Grammar Refresher 
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Gain confidence in your ability to produce 
clean, grammatically correct documents and 
speeches. 
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PMP® Prep Series 
Learn how to prepare for the Project Management Institute's 
prestigious PMP® certification exam. 


QuickBooks 2016 Series 

Master the fundamentals and more advanced functions of 
QuickBooks 2016. Learn everything from creating statements 
to using batch invoicing and managing journal entries. 


SAT/ACT Prep Series 
This series will prepare you to excel in all sections of the 
undergraduate college entrance exams. 


Speed Spanish Series 
Learn shortcuts to help you engage in conversational Spanish, 
as you build your language skills and develop fluency. 


SQL Series 

SQL is one of the most requested skills from today's data- 
driven employers. Learn the coding language in these easy to 
follow online courses. 


Supervision and Management Series 
Whether you're new to managing employees or are a seasoned 
pro, these courses will help you brush up on your leadership 
and interpersonal communication skills, to help you lead your 
team to success. 


Teaching ESL Series 

Explore what it means to be a teacher, how to understand who 
your students are and the needs they have, and how to choose 
the most appropriate materials and activities for your ESL 
classroom. 


Veterinary Assistant Series 
Practicing veterinarian prepares you to work in a veterinary 
office or hospital. 


Visual Basic Series 
Learn how to write Windows applications and programs using 
the Visual Basic programming language. 
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INSTRUCTOR-LED ONLINE COURSES 


Introduction to QuickBooks 





Learn how to quickly and efficiently gain 
control over the financial aspects of your 


business using this powerful software program. 


DIGITAL PHOTOGRAPHY 


Discover Digital Photography 
An informative introduction to the 
fascinating world of digital photography. 


Mastering Your Digital SLR Camera 
Take your photography to the next level with 
your digital SLR camera by learning how to 
master lenses, apertures, shutter speed, 
exposure settings, and more. 









e 24-Hour Access 
e Discussion Areas 
¢ 6 Week Format 





Learn from 
the comfort 


of home! 


Our instructor-led online courses are 
informative, fun, convenient, affordable, 
and highly interactive. We focus on 
creating supportive communities for our 
learners. New course sessions begin 


monthly. 


Complete any of these courses entirely 
from your home or office and at any time 
of the day or night. 


Prices start as low as: $75 & up 





Medical Terminology 
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Prepare for a career in the health services 


industry by learning medical terminology in a 


memorable and enjoyable fashion. 


Photographing Nature with 

Your Digital Camera 

Learn how to use your digital camera to take 
stunning nature photos, including landscapes, 
flowers, animals, and even macro shots. 


Photographing People With 


Your Digital Camera 
Learn to take beautiful pictures of adults, 


Introduction to SQL 
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Gain a solid working knowledge of the most — 
powerful and widely used database 
programming language. 


Secrets of Better Photography 
Learn how to take better pictures by 
understanding your camera and how to 
use it in a variety of situations. 


Travel Photography for the 

Digital Photographer 

Learn the tricks and techniques digital 
photographers need to capture scenes from 


children, and babies. 


Accounting Fundamentals 

Give yourself skills that are in high demand 
by exploring corporate accounting with a 
veteran instructor. 


Introduction to SQL 


_ Gain a solid working knowledge of the most 


powerful and widely used database 
programming language. 


Project Management Fundamentals 
Gain the skills you'll need to succeed in the 
fast-growing field of project management. 


Speed Spanish 

Learn shortcuts to help you engage in 
conversational Spanish, as you build your 
language skills and develop fluency. 


Grammar Refresher 

Whatever your goals, a grasp of English 
grammar is important if you want to improve 
your speaking and writing skills. 


Beginning Writer's Workshop 

Get a taste of the writer's life and improve 
your writing skills in this introduction to 
writing creatively. 


around the world and bring them home. 


Effective Business Writing 

Improve your career prospects by learning how 
to develop powerful written documents that 
draw readers in and keep them motivated to 
continue to the end, 


A to Z Grant Writing 

Learn how to research and develop 
relationships with potential funding sources, 
organize grantwriting campaigns, and 
prepare proposals. 


Introduction to Microsoft Excel 
Become proficient in using Microsoft Excel and 


discover how to create worksheets, workbooks, 


charts, and graphs quickly and efficiently. 


Computer Skills for the Workplace 
Gain a working knowledge of the computer 
skills you'll need to succeed in today's 

job market. 


intermediate Microsoft Excel 

Take your Microsoft Excel skills to the next 
level as you master charts, graphs, 
PivotTables, Slicers, Sparklines, AutoFilter, 
macros, and other advanced Excel functions. 
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Creating WordPress Websites 
Discover how to easily create blogs and 
websites with WordPress, the world's most 
popular Web publisher. 


Human Anatomy and Physiology 
Learn the basic characteristics of the four 
main types of tissues, the general and special 
senses, cellular metabolism, body chemistry, 
and significant events in the life span, from 
fertilization through old age. 


SAT/ACT Prep Course 
Master the reading, writing, English, and 
science questions on the ACT and new SAT, 


Explore a Career in Medical Coding 
Learn how to use the CPT manual and 

the ICD-10-CM to find medical codes for 
any disease, condition, treatment, or 
surgical procedure. 


Medical Terminology: 

A Word Association Approach 
Prepare for a career in the health services 
industry by learning medical terminology in a 
memorable and enjoyable fashion. 


Visit our website for more courses and view start dates for the courses that interest you! 


-www.ed2go.com/roanokeced 
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DATABASE MANAGEMENT 


Intermediate Oracle 
Learn how to write powerful and flexible 
PL/SQL programs. 


Intermediate SQL 

Expand your knowledge of Structured Query 
Language (SQL), the industry standard 
database programming language. 


Introduction to Database Development 
An experienced professional guides you 
through a structured approach to database 
design and development. 


Introduction to Oracle 

Learn how to use the Oracle database 
management system to plan, organize, and 
manage your data. 


Introduction to SQL 

Gain a solid working Knowledge of the most 
powerful and widely used database 
programming language. 


GRANT WRITING 


A to Z Grant Writing 

Learn how to research and develop relationships 
with potential funding sources, organize 
grantwriting campaigns, and prepare 
proposals. 


Advanced Grant Proposal Writing 
Gain a full understanding of the criteria 
funders use to determine whether your grant 
proposal gets funded or rejected. 


Becoming a Grant Writing Consultant 
Increase your income while working from 
home by starting a grant writing consulting 
business. 


Get Grants! 
Learn how to develop successful, fundable 
grants from experts in the field. 


Nonprofit Fundraising Essentials 
Learn the basics of fundraising for nonprofit 
organizations, from annual and special fund 
drives to more advanced projects involving 
corporate and foundation relations, major 
gifts, and planned giving. 


Writing Effective Grant Proposals 
Learn to prepare grant proposals that get solid 
results for your favorite organization or charity. 


GRAPHIC DESIGN 


Advanced Web Pages 

Learn how to create advanced websites using 
CSS, HTML5, media queries for mobile 
devices, interactive forms, and embedded 
video, 


Creating Web Pages 
Learn the basics of HTML so you can design, 


create, and post your very own site on the 
Web. 


How to Get Started in Game 
Development 

Take steps toward a new career in game 
development by building a foundation to 
design games in a wide variety of genres for 
different audiences and platforms. 


HEALTH CARE AND MEDICAL 


Explore a Career as a Pharmacy 
Technician 

Master the skills that will prepare you for an 
entry-level position as a pharmacy tech or 
clerk, and discover the steps you can take to 
become a Certified Pharmacy Technician 
(CPhT), 


Become an Optical Assistant 

Learn what it takes to become an optical 
assistant and discover why it's one of today's 
most popular and fascinating career 
opportunities. 


Become a Physical Therapy Aide 
Prepare for a rewarding career as a valued 
member of the physical therapy team. 


Explore a Career in Medical Coding 
Learn how to use the CPT manual and the 
ICD-9-CM to find medical codes for any 
disease, condition, treatment, or surgical 
procedure. 


Explore a Career in Medical 
Transcription 

Learn how to transcribe the medical reports 
most often used in healthcare today, and 
discover how to get started and advance as a 
medical transcriptionist. 


Explore a Career in Medical Writing 
Take your first step toward a lucrative and 
rewarding career as a medical writer. 


Handling Medical Emergencies 

Every second counts during a medical 
emergency. Learn how to respond if someone 
needs your help. 


Explore a Career as an Administrative 
Medical Assistant 

Learn all about the in-demand career of 
medical information management as you 
explore the job of an administrative medical 
assistant (AMA) in a doctor’s office-from 
appointment scheduling and chart creation to 
medical billing and coding. 


HIPAA Compliance 

Learn how to comply with the duties, rights, 
and responsibilities of HIPAA, ARRA & 
HITECH. 


Legal Nurse Consulting 

Begin a new career by helping attorneys 
understand and resolve medical cases and 
claims. 


Medical Terminology II: 

A Focus on Human Disease 

Learn medical terminology related to all 11 of 
the body's organ systems, with an emphasis 
on human disease, diagnostic procedures, 
and treatment techniques. 
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HEALTH CARE CERTIFICATE 


Certificate in End of Life Care 

(18 contact hours) This program in End-of-Life 
Care will enhance the knowledge and skills of 
health care professionals and individuals who 
work with or care for those experiencing a 
terminal illness. 


Certificate in Food, Nutrition, and Health 
(16 contact hours) Gain a holistic overview of 
current food and nutrition issues and their impact 
on physical, social, emotional, and spiritual health. 


Certificate in Gerontology 

(44 contact hours) Earn a certificate proving you 
have the skills required to meet the health care 
needs of a rapidly aging population. 


Certificate in Healthy Aging 

(10 contact hours) Gain an overview of aging, 
including the impact of nutrition and physical 
activity, changes in the healthy aging brain, and 
the role of sexuality in healthy aging. 


Certificate in Holistic and Integrative 
Health 

(50 contact hours) Explore the exciting, growing 
field of holistic and integrative health in this 
program designed for medical providers and 
consumers. 


Certificate in Holistic and Integrative 
Health: Foundations 1 (2 & 3 Available) 
(20 contact hours) This program focuses on 
foundational concepts in holistic and integrative 
health, including stress management, physical 
activity and movement, nutrition, and healing 
environments. 


Certificate in Infectious Diseases and 
Infection Control 

(13 contact hours) Designed for healthcare and 
medical professionals, this certificate program 
offers insights into common infectious diseases 
and procedures for controlling their spread. 


Certificate in Integrative Mental Health 
(22 contact hours) This groundbreaking certificate 
program offers a holistic, integrative approach to 
treating mental health problems. 


Certificate in Legal and Ethical Issues in 
Healthcare 

(12 contact hours) Explore the legal and ethical 
risks healthcare professionals face, including 
issues related to HIPPA rules, medication errors, 
social media and healthcare, organ donation, and 
workplace violence. 


Certificate in Nutrition, Chronic Disease, 
and Health Promotion 

(12 contact hours) Learn about the impact of food 
politics, clean water, foodborne diseases, mood, 
genetically engineered foods, and malnutrition on 
health and the development of chronic diseases. 


Certificate in Pain Assessment and 
Management 

(12 contact hours) Learn about the mechanisms 
of pain, the multidisciplinary methods of 
assessment, Management, and treatment of pain, 
which include adults, children, and the elderly 
with cancer related and non-cancer related pain. 
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INSTRUCTOR-LED ONLINE COURSES 


Speed Spanish 





Learn six easy recipes to glue Spanish words 
together into sentences, and you'll be 
engaging in conversational Spanish in no time. 


Medical Terminology: 

A Word Association Approach 

Prepare for a career in the health services 
industry by learning medical terminology ina 
memorable and enjoyable fashion. 


Spanish for Medical Professionals 

Learn medical Spanish quickly and easily, honing 
your basic conversational skills and mastering 
key healthcare words and phrases. 


LANGUAGES 


An Introduction to Teaching ESL/EFL 
Learn how to be an effective English language 
teacher from an expert in the field. 


Beginning Conversational French 
Discover how easy it can be to learn common 
words and phrases for both leisure and business. 


Conversational Japanese 

Whether you want to learn conversational 
Japanese for travel or just for fun, you'll find this 
course makes it easy and enjoyable for 
beginners to master the essentials of the 
Japanese language. 


Easy English 1 

In this easy and fun course, you'll learn the basic 
English skills you need for real-life activities 
including shopping, job-hunting, and handling 
medical emergencies. 


Easy English 2 

In this easy and fun course, you'll review some 
basic English skills and build more intermediate- 
level English skills for real-life activities including 
using the bank, finding a job or a home, dealing 
with sicknesses, and making good shopping 
decisions. 


Supply Chain Management 


or 





Master the fundamentals of supply chain 
management and prepare for internationally 
recognized certification examinations. 


Easy English 3 

Build on the language skills you mastered in Easy 
English 2, as you learn to talk about real-life 
situations including looking for a job, making a 
budget, buying a home, and taking care of your 
health. 


Enhancing Language Development in 
Childhood 

Enrich the lives of your children by learning fun 
and natural ways to help them become proficient 
speakers and thinkers. 


Grammar for ESL 

lf English is your second language and you're 
headed to college, this course will teach you the 
principles of grammar and structure you'll need 
to succeed. 


Instant Italian 
Learn Italian from the comfort of your home in this 
fun and enjoyable online course. 


Practical Ideas for the Adult ESL/EFL 
Classroom 

Learn ESL teaching strategies for fostering a 
more successful learning environment for your 
adult ESL/EFL students, as well as how to create 
activities that build a bridge from the classroom 
to the real world. 


Spanish for Law Enforcement 

Master the fundamentals of the Spanish language 
by practicing basic conversational skills and 
learning essential Spanish terminology for law 
enforcement situations. 


Spanish in the Classroom 
Learn the essential Spanish for teachers so you 
can communicate effectively with your Spanish- 
speaking students and parents. 


NETWORKING AND COMMUNICATIONS 


Intermediate Networking 

Gain practical experience in a hot new career 
field. Topics include VPNs, security, and 
Internet connectivity. 


Introduction to Networking 

Learn the fundamentals of networking and 
prepare for a career in a new and fast-growing 
field. 


Understanding the Cloud 

Learn everything you need to truly understand 
the cloud-including how it works, what drives it, 
why it's so popular, and how to make the cloud 
work for you. 


Wireless Networking 

Industry expert shows you how wireless 
networking works, as well as how to plan, 
deploy, and connect to wireless networks. 


Introduction to Google Analytics 





Learn six easy recipes to glue Spanish words 
together into sentences, and you'll be 
engaging in conversational Spanish in no time. 


Speed Spanish 

Learn six easy recipes to glue Spanish words 
together into sentences, and you'll be engaging 
in conversational Spanish in no time. 


Speed Spanish Il 

Follow-up to our popular Speed Spanish course. 
Several new recipes help you continue building 
fluency. 


Speed Spanish Ill 

Master your ability to speak, understand, and 
read Spanish by taking the final installment in our 
unique three-part Speed Spanish learning series. 


Teaching ESL/EFL Grammar 

Learn new methods for teaching English 
grammar that will both engage and challenge 
ESL/EFL students. 


Teaching ESL/EFL Reading 

Discover practical techniques and methods for 

teaching reading in any ESL or EFL environment 
that will helo you become a more confident and 
effective reading teacher. 


LAW AND LEGAL 


Explore a Career as a Paralegal 

Find out if a paralegal career is the perfect 
choice for you, as you explore the fundamentals 
of U.S. law and legal terminology. 


Introduction to Criminal Law 

An in-depth look at criminal law and the real 
world of prosecutors, defense attorneys, and the 
paralegals who work closely with them. 


Real Estate Law 
Learn the basics of real estate law, including 
investing, title searching, and mortgages. 


Advanced PC Security 
Use ethical hacking techniques to locate and 
close security holes in your own network. 


Introduction to PC Security 
Security expert teaches the fundamentals of PC 
and network security. 
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Workers’ Compensation 
Gain essential skills and a solid understanding of 
one of the fastest-growing areas in law. 


MANAGEMENT AND 
LEADERSHIP 


Achieving Success with Difficult People 
Learn how to have more successful relationships 
with difficult bosses, co-workers, students, 
neighbors, or relatives. 


Creating a Successful Business Plan 
Turn your business ideas into a solid plan for 
financing and long-term success. 


Leadership 

Gain the respect and admiration of others, exert 
more control over your destiny, and enjoy 
success in your professional and personal life. 


Distribution and Logistics Management 
Learn how to improve your company's 
distribution and logistics management activities, 
increase customer satisfaction, and improve 
operational throughput. 


Employment Law Fundamentals 
Learn the basics of employment law so you can 
legally hire, evaluate, and manage employees. 


Managing Customer Service 

Become indispensable to any organization by 
understanding how to identify and meet customer 
needs. 


Mastering Public Speaking 
Learn the secrets of effective public speaking 
and small group communication. 


Understanding the Human Resources 
Function 

Learn to handle basic human resource functions 
to ensure the best possible results. 


Supply Chain Management Fundamentals 
Master the fundamentals of supply chain 
management and prepare for internationally 
recognized certification examinations. 






INAL FINANCE AND 
TMENTS 


introduction to Stock Options 
Learn how stock options can protect your 
portfolio and help you profit in any type of market. 


Keys to Successful Money Management 
Certified financial planner shows you how most 
wealthy people build their fortunes. 

Personal Finance 

Protect your assets and discover how best to 
achieve all your financial goals. 

Protect Your Money, Credit, and Identity 
Learn how to guard against scam artists, identity 


thieves, predatory lenders, and abusive debt 
collectors. 





Real Estate Investing 
Build and protect your wealth by investing in real 
estate. 


Real Estate Investing II: Financing Your 
Property 

Discover the tools professional investors use to 
crunch numbers and analyze potential deals, and 
learn how to make better decisions with 
sophisticated, yet easy-to-use worksheets for 
doing your own financial analysis. 


Stocks, Bonds, and Investing: Oh, My! 
Learn how to make wise investment decisions so 
that you have enough money to live comfortably 
through your retirement. 


Where Does All My Money Go? 
Learn how to get control of your money once and 
for all. 


PROJECT MANAGEMENT 


High Speed Project Management 

Learn to deal with the realities of managing 
projects at supersonic speeds despite truncated 
timelines, inadequate staffing, and skimpy 
budgets. 


PMP Certification Prep 1 

Begin a well-paying career as a project manager 
by preparing to take--and pass--the PMP® 
certification exam. 


PMP Certification Prep 2 
Prepare to take--and pass--the Project 
Management Institute's PMP® certification exam. 


Project Management Applications 
Experienced project manager teaches you tricks 
of the project management trade. 


Project Management Fundamentals 
Gain the skills you'll need to succeed in the fast- 
growing field of project management. 


SALES AND MARKETING 


Achieving Top Search Engine Positions 
Learn proven, step-by-step strategies to achieve 
higher positions with major search engines. 


Business and Marketing Writing 

Write great marketing copy to improve your 
company's image and your chances of getting 
hired or promoted. 


Designing Effective Websites 

Learn powerful graphic design techniques and 
build Web sites that are both attractive and 
wickedly effective. 


Intermediate Microsoft Access 
Versions Available: 2007, 2010, 2016 
Expand your Microsoft Access skills to build 
better, more user-friendly Access databases. 


introduction to Google Analytics 

Learn how to track and generate traffic to your 
website, create reports, and analyze data with 
Google's free, state-of-the-art Web analytics 
tools. 
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PERSONAL DEVELOPMENT 


Get Assertive! 
Find out how you can stop others from 
intimidating you or treating you poorly. 


Get Funny! 

Learn how to use humor to speak more 
effectively, write better, and increase your 
popularity. 


Grammar Refresher 

Gain confidence in your ability to produce 
clean, grammatically correct documents and 
speeches. 


Grammar Refresher Il 

Take your grammar and language mechanics 
skills to the next level, and master the 
building blocks of effective writing. 


Happy and Healthy Pregnancy 

In this course, you'll learn how the stages of 
pregnancy affect your body, emotions, and 
budget, and how to prepare yourself and 
your family to welcome your new baby. 


Listen to Your Heart, and Success 
Will Follow 

Design a life that makes you happy by 
learning how you can use work to express 
yourself and share your interests and talents. 


Lose Weight and Keep It Off 

Discover how to establish a healthy approach 
to successful weight loss and weight 
maintenance for a lifetime. 


Merrill Ream Speed Reading 
Acclaimed speed reading expert teaches you 
how to save yourself time by reading faster 
with better comprehension. 


Resume Writing Workshop 

Discover the secret to transforming your tired, 
boring resume into a powerful tool that will 
get you interviews. 


Skills for Making Great Decisions 
Learn how to make excellent everyday 
decisions from an experienced counselor and 
life coach. 


Start Your Own Edible Garden 
Learn how to grow delicious, nutritious fruit 
and vegetables in your own backyard. 


The Analysis and Valuation of Stocks 
Discover valuable techniques that show you 
step-by-step how to research and value 
stocks. 


Twelve Steps to a Successful 

Job Search 

World-renowned author and career advisor 
shows you how to get the job you want 
quickly and easily and in any economy. 
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INSTRUCTOR-LED ONLINE COURSES 


Learn to Buy and Sell on eBay 





i 


Auction pros teach you how to work from 
home or earn extra income by buying and 
selling goods online. 


Introduction to Microsoft Access 
Versions Available: 2007, 2010, 2016 

Learn to build, edit, and maintain a database in 
Access, using tables, reports, forms, and queries 
to give you fast access to all your important 
information. 


Introduction to Microsoft Publisher 
Versions Available: 2007, 2010, 2013 

Learn how to design professional publications, 
including newsletters, fliers, and brochures, with 
Microsoft Publisher. 


Marketing Your Business on the Internet 
Develop an Internet marketing plan for your 
business that incorporates SEO, advertising, 
email, social media, and more. 


Professional Sales Skills 
Discover how to begin a successful and 
rewarding career in sales. 


Small Business Marketing on a Shoestring 
Discover small business marketing strategies that 
can help you attract attention, woo your target 
audience, grow your customer base, and expand 
your profits—all for little or no money. 


Using Social Media in Business 

Learn how to use the five most popular social 
media platforms—Facebook, Twitter, LinkedIn, 
Pinterest, and Google+-to grow and promote 
your business. 


TEST PREP 


GMAT Preparation 
Discover powerful test-taking techniques and 
methods for improving your score on the GMAT. 


GRE Preparation - Part 1 

(Verbal and Analytical) 

Discover powerful strategies for success in the 
verbal reasoning and analytical writing sections 


of the GRE® revised General Test (course 1 of 2). 


GRE Preparation - Part 2 (Quantitative) 
Learn a variety of useful techniques for tackling 
the quantitative reasoning sections of the 
computerized GRE® revised General Test 
(Course 2 of 2). 





Learn how to create engaging, easy-to- 
maintain classroom center activities that boost 
independent learning while increasing small- 
group instruction time. 


START YOUR OWN BUSINESS 


Growing Plants for Fun and Profit 

An industry professional teaches you everything 
you need to prosper in the backyard nursery 
business. 


How to Make Money From Your Writing 
You really can make money with your writing. 
Whether you want to create your own business, 
add to your income, supplement your retirement, 
or boost what you're earning as a writer, you'll 
find the how-to's here. 


Introduction to Interior Design 

Explore a career in interior design as you learn 
how to transform any room into a beautiful and 
functional space. 


Introduction to Internet Writing Markets 
A professional writer shows you how to make 
money writing on the Internet. 


Learn to Buy and Sell on eBay 

Auction pros teach you how to work from home or 
earn extra income by buying and selling goods 
online. 


Secrets of the Caterer 
Learn cooking and business secrets from a 
professional caterer. 


Start a Pet Sitting Business 
Discover how to translate your love of animals 
into a fun and profitable career. 


LSAT Preparation - Part 1 

Learn about law school entrance procedures, 
developing analytical reasoning skills, and 
improving your test-taking skills (course 1 of 2). 


LSAT Preparation - Part 2 

Improve your reading comprehension and 
logical reasoning skills, and discover proven 
approaches for selecting correct exam answers 
(course 2 of 2). 


Praxis | Preparation 

Develop the knowledge and skills you need to 
pass the Praxis | Exam as you review and 
prepare for everything the test includes. 


Become a Veterinary Assistant 


eal 2 * a 
lai Ns aN 





Practicing veterinarian prepares you to work in 
a veterinary office or hospital. 


Start and Operate Your Own Home- 
Based Business 

An experienced entrepreneur teaches you how to 
develop the motivation, discipline, and creativity 
to quit your job and be your own boss. 


Start Your Own Arts and Crafts Business 
Learn how to start your own arts and crafts 
business from a professional artist. 


Start Your Own Gift Basket Business 
Express your creativity in a fun and profitable 
way, by starting a home-based business as a gift 
basket designer. 


Start Your Own Online Business 

Learn how to leverage the Internet to start your 
own online business and build a website to sell 
your traditional and digital products and services. 


Start Your Own Small Business 
Stop dreaming and learn how to start your own 
successful small business. 


Starting a Consulting Practice 
Find out how you can earn income by sharing 
your training or knowledge with others. 


Writing and Selling Self-Heip Books 
Learn how to position your self-help book for 
success, write a persuasive proposal for agents 
and publishers, and use storytelling techniques 
to make your message compelling. 





Prepare for the GED? Math Test 
Master the skills you'll need to pass the 
Mathematical Reasoning module in the 2014 
GED® test series. 


Prepare for the GED? Test 

Want to pass the GED® test? This course will 
help you develop the skills you'll need to 
succeed. 

SAT/ACT Preparation - Part 1 

Master the reading, writing, English, and 
science questions on the ACT and new SAT. 
SAT/ACT Preparation - Part 2 

Master the math questions on the ACT and new 
SAT. 
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TEACHING AND EDUCATION 


Content Literacy: Grades 6-12 

Learn practical strategies for incorporating 
reading, writing, and the other literacy skills 
outlined in the Common Core State 
Standards into your content area for 
adolescent students. 


Guided Reading and Writing: Strategies 
for Maximum Student Achievement 

Get the professional development training you 
need to improve student literacy as an 
accomplished teacher shares the secrets of 
turning guided reading strategies into 
opportunities for teaching writing. 


Guided Reading: Strategies for the 
Differentiated Classroom 

Learn creative ways to bring differentiated 
instruction and guided reading to life in your 
classroom. 


Teaching Math: Grades 4-6 

Reinvent math instruction for grades 4-6 by 
bringing hands-on learning, inexpensive 
manipulatives, and real-world connections into 
your Classroom. 


Teaching Science: Grades 4-6 
Increase your effectiveness as a science teacher 
for children in fourth through sixth grades. 


Teaching Writing: Grades 4-6 

in this teacher-training course, you'll learn from 
an experienced educator how to motivate and 
assist developing writers. 





T¢ ) 
FICATE PREP 


Advanced CompTIA A+ 

Certification Prep 

Finish your CompTlA A+ Certification Prep by 
learning how to select, install, and service video, 
sound, and portable computers, and how to 
network, secure, and troubleshoot. 


Basic CompTIA A+ Certification Prep 
siart preparing for CompTlA A+ certification as 
you learn PC basics and troubleshoot in a real 
world PC environment. 


CompTIA Network+ Certification Prep 
Prepare to take and pass the CompTIA Network+ 
Exam and begin a career as a network tech. 


CompTIA Security+ Certification Prep 1 
Master the terms and concepts you need to pass 
the CompTIA® Security+ exam and earn your 
Security+ certificate. 


CompTIA Security+ Certification Prep 2 
Continue to prepare for the CompTIA® Security+ 
exam as you review the information you need to 


pass the test and earn this important certification. 


intermediate CompTIA A+ 
Certification Prep 

Take the second step toward becoming a 
CompTlA A+ certified tech by mastering 
Virtualization, printers, and three flavors of the 
Windows operating system. 





Advanced PC Security 
Use ethical hacking techniques to locate and 
close security holes in your own network. 


Introduction to PC Security 
Security expert teaches the fundamentals of PC 
and network security. 


VETERINARY 


Become a Veterinary Assistant 
Practicing veterinarian prepares you to work in a 
veterinary office or hospital. 


Become a Veterinary Assistant II: 
Canine Reproduction 

Practicing veterinarian teaches you to manage 
the entire canine breeding cycle, from assessing 
the health of parents to puppy care. 


WEB DESIGN 


Advanced CSS3 and HTMLS5 

Learn how to use exciting new features in CSS3 
and HTMLS5 to design animated interactive 
websites for desktops, laptops, and mobile 
devices. 


Creating WordPress Websites 

Learn how to use WordPress, a free and popular 
Web design tool, to quickly and easily create 
attractive blogs and interactive websites. 


Creating WordPress Websites II 
Discover how to create and maintain dynamic 
websites and blogs without technical coding 
using the self-hosted WordPress.org publishing 
platform. 


Intermediate CSS3 and HTML5 

Take your CSS3 and HTMLS skills to the next 
level and learn how to create professional-quality 
websites. 


Introduction to CSS3 and HTML5 


Learn to create state-of-the-art Web sites using 
modern CSS3 and HTMLS5 techniques. 


Introduction to JavaScript 

Build on your knowledge of HTML and CSS by 
learning to add interactivity to your Web pages 
with JavaScript code and jQuery. 


Introduction to XML 

Master the essentials of programming in XML 
and learn to contro! formatting, display 
graphics, manage XML documents, and 
much more. 


Responsive Web Design 

Learn to build fully responsive websites 
optimized for mobile devices, smartphones, 
tablets, and desktop viewing environments. 


Write Effective Web Content 

Learn how to write Web content and produce 
multimedia elements to make your website or 
blog a must-visit site on the Internet. 


Become a Veterinary Assistant III: 
Practical Skills 

Learn the practical skills you'll need to be a valuable 
veterinary assistant or educated pet owner. 
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TOOLS FOR TEACHERS 


Creating Classroom Centers 

Learn how to create engaging, easy-to- 
maintain classroom center activities that boost 
independent learning while increasing small- 
group instruction time. 


Creating K-12 Learning Materials 
Increase student performance and earn extra 
income by converting your ideas for 
instructional aids into reality. 


Creating the Inclusive Classroom: 
Strategies for Success 

In this professional development course for 
teachers, you'll get the training you need to 
reach the diverse mix of students you face 
every day--learning proven strategies that turn 
diversity into opportunity. 


Differentiated Instruction in the 
Classroom 

Improve your ability to teach diverse learners 
with real-world examples from elementary, 
middle, and high school classrooms. 


Differentiating K-12 Assessments 
Learn effective strategies for differentiating 
your assessments and empowering every 
student in your class to succeed. 


Solving Classroom Discipline Problems 
Veteran teacher reveals the secrets to an 
orderly classroom. A step-by-step approach 
to effective, positive discipline. 


Solving Classroom Discipline Problems Il 
In this professional development course, you'll 
get the teacher training you need to deal 
effectively with serious discipline problems and 
help even the most challenging students you're 
teaching make more responsible choices. 


Survival Kit for New Teachers 
Veteran instructor shares the secrets for 
success in your first years of teaching. 


Teaching Adult Learners 

Learn powerful techniques for reaching and 
motivating adult learners in today’s student- 
centered classroom. 


Teaching High Schoo! Students 
Master the latest teaching strategies to help 
you reach high school students, including 
differentiated instruction and classroom 
management. 


Teaching Students With ADHD 

Learn practical strategies for helping children 
with attention deficit hyperactivity disorder 
(ADHD) succeed in school. 


Teaching Students With Autism: 
Strategies for Success 

Help your students with high-functioning 
autism and Asperger's Syndrome unlock their 
potential in the classroom. 


The Creative Classroom 

Enrich your teaching talents and encourage 
your students’ creative thinking as you learn to 
turn your classroom into a creative classroom. 


The Differentiated Instruction and 
Response to Intervention Connection 
Learn how to combine two powerful 
educational approaches-—Differentiated 
Instruction and Response to Intervention—so 
you can enable every student in your 
classroom to succeed. 
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Continuing Education & Workforce Development SPRING 2017 





COURSE CATEGORIES 


ACCOUNTING & FINANCES 
BUSINESS 

_ NONPROFIT 
CHILDREN, PARENTS, AND FAMILY 
COLLEGE READINESS 
COMPUTERS 


DATABASE MANAGEMENT nt 
DIGITAL PHOTOGRAPHY Instructor-Led 6-week format Flexible Pace 


Complete your courses anytime anywhere! 








GRAPHIC DESIGN 

HEALTH CARE 

LANGUAGES 

LAW AND LEGAL 
MICROSOFT APPLICATIONS 
PERSONAL ENRICHMENT 
PROJECT MANAGEMENT 
TEACHING AND EDUCATION 
VETERINARY 

WEB DESIGN 

WRITING AND MORE! 








Affordable Student Friendly Effective 


New course sessions begin monthly. 
Visit our website to view start dates for the courses that interest you. 


Prices start as low as: §75 & up www.ed2go.com/roanokeced 


@ed2go 








0816-08 





College & Career Readiness 


Classes 
(l’ormerly GED) 
allow students to study at their own pace to.... 


* HELP YOUR CHILDREN WITH SCHOOL WORK 


° [NPROVE YOUR READING, WRITING, OR NATH 
SKILLS 
° —_ EARN YOUR HIGH SCHOOL EQUIVALENCY 
DIPLOMA 


: PREPARE FOR COLLEGE 


* [IMPROVE YOUR EMPLOYMENT STATUS AND SOFT 
SKILLS 


; EARN A POSSIBLE PAY INCREASE 


Questions? Please contact... 


Hayward Humphrey 
252-862-1258 
or 
Tishadda Walton 





LOCATIONS 


RCCC Campus 
Ahoskie, NC 
Monday-Thursday 
8:00am- 12:00pm 
6:00pm-9:00pm 


1st Baptist Murfreesboro 
Murfreesboro, NC 
Monday-Thursday 
8:30am-12:30pm 


Woodland Olney School 
Woodland, NC 

Monday, Tuesday 
9:00am- 12:00pm 








RGEC CAMPUS MA 


JERNIGANBUILDING 

Main Office (Con Ed) 

Senior Dean, Workforce & 
Student Development 

Book Store 

Business Office 

Business & Industry 

EMS Services 
Fire/Rescue/Law Enforcement 
Library/LRC 





ROANOKE-CHOWAN 
HUMAN SERVICES CENTER 


FREELAND BUILDING 
Associate Dean, Workforce 
Development/Occupational 
Extension 

Basic Skills Office 

Basic Skills Orientation 
Community Room 

Fitness Center 

Health Care Technology/ 
Nursing Assistant 

Small Business Center 


INDUSTRIAL SKILLS CENTER 


JOBLINKCAREER CENTER 

Basic Skills Lab 101 
CADA 106 
Department of Social Services 106 
Employment Security Commission 102,109 
JobLink Manager/HRD 107 
Mid-East TITLE V 2 
Vocational Rehabilitation 106 
Workforce Investment Act(WIA) 110 
Youth @ Work 103,104 


BASEBALL/SOFTBALL FEILD 


TO AHOSKIE ——— 


MAINTENANCE 


YOUNG BUILDING 
Basic Skills Lab 


NEW STUDENT CENTER 
Student Services 
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INDUSTRIAL SKILLSBUILDING 
Automotive Lab 


NEW STUDENT SERVICES 
ICLASSROOM BUILDING 


YOUNG 
BUILDING 


JERNIGAN BUILDING 
RCCC ROAD 


JOBLINK 
CAREER 
CENTER 


BUILDING 





WORKFORCE DEVELOPMENT STAFF DIRECTORY 


Name Email 








Thomas, Anthony Q. athomas@roanokechowan.edu 862-1307 
Dean, Continuing Education & Workforce Development 


Burns, Jamie N. jnburns6896@roanokechowan.edu 862-1261 
Program Coordinator, Health Care Technology/ 
Nursing Assistant 


Heckstall, Jaime jheckstall6664(@roanokechowan.edu 862-1224 
Director, Occuptional Extension & Customized Industry Training 


Curley, Fred fecurley5120@roanokechowan.edu 862-1266 
Director, EMS Services 


Gay, Shirley sweay6885(@roanokechowan.edu 862-1307 
Registrar, Con.Ed., FTE Auditor 


862-1202 
WorkKeys Coordinator 


Hoggard Ill, Lewis C. tchoggard7059@roanokechowan.edu 862-1277 
HRD Coordinator/Instructor/JobLink Center Coordinator 


Bennett, Katrissa 862-1304 
Administrative Assistant, Small Business Center 


Hayward Humphrey hahumphrey0179@roanokechowan.edu 862-1258 
Assessment & Retention Specialist 


Joyner, Dan wdjoyner4307@roanokechowan.edu 862-1279 
Director, Small Business Center 


McDuffie, Anita  amcduffie9165@roanokechowan.edu 862-1201 
ALS Program Coordiator 


862-1252 
Dean of Basic Skills 


Michelle Sandusky mmsandusky7465(@roanokechowan.edu 862-1257 
PT HRD/CRC Instructor 


Reaves, Lillian Ilreaves!081@roanokechowan.edu 862-1257 
WIA Workforce Specialist Bertie County 


Stevenson, Ja’ Queta jcpugh5089@roanokechowan.edu 862-1257 
WIA Workforce Specialist Hertford County 


Walton, Tishadda tgwalton6396@roanokechowan.edu 862-1309 
Data Entry Clerk for Basic Skills 


Wiggins, Kelly kdwiggins4735@roanokechowan.edu 862-1304 
Administrative Assistant, EMS/Fire/Rescue 


Office Telephone 


Location 


Jernigan 101 


Freeland 147C 


Freeland 147 


Jernigan 113 


Jernigan 101 


SSC 214 


JobLink Center 


Freeland 120 


Freeland126B 


Freeland 120 


Jernigan 109 


Freeland 126A 


NC Works Center 


NC Works Center 


NC Works Center 


Freeland 126 


Jernigan 113 
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North Carolina Community Colleges 
Golden LEAF Scholars Program — Two-Year Colleges 
Student Application 


Instructions: Complete this application and return the completed application to the college’s Financial 
Aid Office. Occupational Education students must also submit a copy of their transcript with the 
application. 


Personal Information: 

Full Name: 

Social Security Number: 

Home Address: 

City, State, Zip Code: 

E-Mail Address: 

Phone Number: Mobile number: 
NC County of residence: 

Length of residence in county: ___ less than 5 years ___ 5-10 years _____ more than 10 


years 
(To be eligible for this scholarship, your permanent residence must be in an approved NC county.) 


Educational Information: 


College you are attending: 





Occupational Continuing Education Student (must be enrolled in a credentialing program of at least 
96 hours.) 


Program you are enrolled in: 





Curriculum Student: GPA 1st semester not enrolled 


Program you are enrolled in: 





Other Information: 


Have members of your immediate family worked for or owned a farming or agricultural related business 
now or in the past? yes no 


Have you or members of your immediate family been employed in traditional industries such as furniture, 
textiles, or tobacco manufacturing? yes no 





Has anyone in your household lost their job in the past two years? yes no 


Has anyone in your household transitioned from a full-time job to a part-time job? yes no 


Please list all campus and community service activities you are currently involved in. 


Use of Funds: 
Tuition Fees Books Supplies Mid-Skills Credentialing Exams 
*Childcare *Transportation 


(* Students using funds for childcare and/or transportation purposes are asked to sign the statement(s) 
below.) 


| have read and understand the requirements for assistance. | hereby declare that the information provided on 
this form is complete and correct to the best of my knowledge. 


Applicant’s Signature Date 


Please return the completed application to the college’s Financial Aid Office. 





Use of childcare funds statement: If selected for funding from the Golden LEAF Scholars Program — 
Two-Year Colleges, | certify that scholarship funds designated for childcare will be used exclusively while | 
am attending class in order to fulfill my educational requirements. 


Applicant's Signature Date 


Use of transportation funds statement: If selected for funding from the Golden LEAF Scholars 
Program — Two-Year Colleges, | certify that scholarship funds designated for transportation will be used 
exclusively for the purpose of supporting my travel to and from the college where | am enrolled for 
educational purposes. 


Applicant's Signature Date 


College Media Consent Agreement 
Golden LEAF Scholars Program- 2 year Colleges 


(This form is for college media release and should be filed at the college. PLEASE DO NOT 


SEND THIS FORM TO THE NCCC SYSTEM OFFICE.) 





The Federal Family Education Rights and Privacy Act of 1974 (FERPA) prohibits colleges and 
universities from providing certain information from student records to third parties. FERPA is 
a Federal law that protects the privacy of student education records. In general, in order for 
your college or university to release information protected by FERPA to anyone, other than 
yourself, you must approve the release. 


| have read and understand the requirements for the Golden LEAF Scholars Program - 2 Year 
Colleges. | understand and agree that if | am selected as a scholarship recipient for the 
Golden LEAF Scholars Program - 2 Year Colleges, the college can share my name and contact 
information and information regarding my use of Golden LEAF scholarship funds and my 
program of study with Golden LEAF for its purposes including monitoring, assessment, 
implementation, and administration of the scholarship program. 


Applicant’s signature Date 


Parent or Guardian’s Signature Date 
(If applicant is under 18) 


Media Release 
You must check one of the following options below: 


__ | approve the release of my information (name, town, program of study) for a media 
release announcing my Golden LEAF scholarship 

__ | do NOT approve the release of my information (name, town, program of study) for a 
media release announcing my Golden LEAF scholarship 


Applicant’s signature Date 
Parent or Guardian’s Signature Date 
(If applicant is under 18) 

Attachment VIII 


Golden LEAF Scholars Program - Two-Year Colleges 
Social Security Number Waiver Form 


College: sem rn Eee 


STUGEHUINA IC -s eey EMG ee eee 


The Golden LEAF Foundation requires that every student receiving funds from the Golden 
LEAF Scholars Program - Two-Year Colleges, be tracked for graduation and employment status. 
This necessitates submission of a student’s social security number and address which will be 
used only for this purpose. The Family Education Rights and Privacy Act (FERPA) and state 
law (Session Law 2005-414) require permission to be given for social security numbers to be 
used for this purpose. 


Please check the statement that applies. 
| hereby give my permission for my social security number, address, and e-mail 
address to be used for tracking purposes only in relation to the Golden LEAF Scholars 
Program - Two-Year Colleges. 
| do not give permission for my social security number nor addresses to be used 


for any purpose relating to the Golden LEAF Scholars Program - Two-Year Colleges. By 
checking this option, you will not be eligible for an award. 


Student Signature Date 


Financial Aid Officer Date 


Financial Aid Officer: Student addresses will be added to the student roster/spreadsheet 
however, the student’s social security number must be listed on the attached separate page 
only. Do not include the SS# on the student roster. Please mail both pages of this waiver 
form for each selected recipient to Karen Yerby, 5016 Mail Service Center, Raleigh, NC 
27699. 

Waiver Form 

Golden LEAF Scholars Program - Two-Year Colleges 

Social Security Number Waiver Form 


College: 


Student’s Social Security Number: _ > 


Student Signature Date 


‘Roanoke- 


Course Title: 


Social Security # or Colleague ID#: 


Continuing Education Course Registration Form 


109 Community College Road * Ahoskie, NC 27910 * www.roanokechowan.edu 
252.802 200523322355) 1ax) 


Section Number/Term: 


Date of Birth (M/D/Y): 


Name: Maiden Name: 

(please print & no nicknames) 
Mailing Address: (check here if new address) © 
City: State: Zs 


State (residence): County (residence): E-mail Address: 





Home Phone (__) Business Phone (__ ) Cell. ehone (Gas) 


Ethnicity: OHispanic/Latino | ONon Hispanic/Latino Gender: OMale oFemale 


oAmerican Indian/Alaska Native 
oOther (specify) 


Race: © White oBlack /African American 
oAsian OHawaiian/Pacific Islander 


Please circle highest level of education completed: 1 et oO], (eon ee eee Cee) 


One-Year Vocational Diploma 14 Associate Degree 15 Bachelor’s Degree 16 Master’s Degree or Higher 17 


Employment Status: ORetired OFull-Time oPart-Time ©OUnemployed-Not Seeking oUnemployed-Seeking 


Employer: Job Title: 
Fee Waiver, if appropriate/Check all or any that apply: 
My signature attests that I am actively affiliated with the public safety agency listed and that I hold the job classification 


indicated. 
Job Title: 


o Volunteer EMT 


If fee waived list agency affiliation: 





oO Paid EMT o Law 


O Paid Fireman o Volunteer Fireman 


Student Signature: Date: 





RCCC 402 Oct. ’16 Previous editions obsolete 
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State Employees’ Credit Union (SECU) Foundation 


Continuing Education Scholarship Program 
2016-2017 Student Application Form 


Scholarship Eligibility: To be considered for this scholarship program a student must be a US 
Citizen and a North Carolina resident and be in one of the following target groups: unemployment 
insurance claimants, unemployed or underemployed, military veterans and spouses, or a member of 


the NC National Guard. Scholarships will only be awarded to students who successfully 
complete their course. Scholarship funds for the fall semester will be distributed in January 2017. 


Scholarship funds for the spring semester will be distributed in June 2017. The value of the 
scholarship is $750. The SECU Continuing Education is a competitive scholarship; while not need- 
based, preference will be given to students with limited or no access to financial aid from other 
programs. 


Scholarship funds may be applied to the following Continuing Education courses: Certified 
Nursing Assistant I, Certified Nursing Assistant II, or Dietary Management 


Instructions: Please complete this entire application in detail and turn in to the Financial Aid 


office. Incomplete or late applications may not be considered. If required, attach placement test 
scores to this application. All scholarship recipients will be required to complete a student data 


form, provide a student photo, and attend a recognition ceremony. 
Application Deadline: Fall Semester: August 4, 2016 Spring Semester: December 12, 2016 


Personal Information: 


Full Legal Name: 

Social Security Number: Date of 
Birth: 

Are youa US Citizen? Oyes Ono 


Are you a director, employee or family member of an employee of the State Employees’ Credit 
Union or SECU Foundation? Oyes Ono 


Gender: oA frican American 
O Male oOCaucasian 
O Female OHispanic 


OOther (please specify) 





Race: 

Mailing Address: 

County of residence: Teroal Wadd tess; eae Se 
Phone Number: Cell Number: 


—. sss 


Employment Status: Veteran Status: 


O I am currently unemployed. O I am a military veteran. 
O I am working less than 20 hours per week. O lama member of the NC National Guard 
0 I am working between 20 and 39 hours per 0 My spouse is a military veteran. 

week. CO My spouse is a member of the NC National 
O I am working full time. Guard 


O None of the Above 
How many people are in your household? 


Other sources of Financial Aid: Are you receiving assistance from any of the following sources? 


Project Skill-UP Golden Leaf 
__ Receiving Assistance __ Receiving Assistance 
__Applied for assistance waiting on notification _ Applied for assistance waiting on notification 
__Not receiving assistance __Not receiving assistance 
WIOA Other Third Party Sponsor 
(please specify) 
__Receiving Assistance __ Receiving Assistance 
__Applied for assistance waiting on notification _ Applied for assistance waiting on notification 
__Not receiving assistance __Not receiving assistance 


Have you previously received the State Employees Credit Union Continuing Education Scholarship? 
Oyes Ono 


Income Verification: Attach your most recent paystub, Federal Income Tax Return, verification of 
TANF /Food Stamps, or low income verification form. If you are a dependent you must provide a 
copy of your parent’s most recent tax form. Applications that do not include income verification 
will be considered incomplete. 





Educational Information: 
Please indicate the Continuing Education Course You Wish to Take: 


__ Certified Nursing Assistant I Day 
__ Certified Nursing Assistant I Night 
___ Certified Nursing Assistant II Day 
__ Certified Nursing Assistant II Night 
__ Dietary Management 


CNA I, Dietary Management, and EMT students please attach a copy of your TABE 
placement test scores or transcript showing completion of college level English course. If 
you need to schedule this assessment please call 862-1278. Applications that do not include 
placement test scores will be considered incomplete. 


Do you have a Career Readiness Certificate? Oyes (attach copy) Ono 


Please indicate your highest level of education completed: 

O No High school diploma/ GED O Associate Degree 

O High School Diploma or GED O Bachelor’s Degree or more 
O One Year Vocational Diploma 


Essay Question: To help the scholarship committee review your application please explain why you 
are a good candidate to receive this award. 


I hereby verify that all the information given by me as written on this form is complete and accurate 
to the best of my knowledge. 


Signature: Date: 








Say : 7 Roanoke- 
Continuing Education @Q@ Q cient : 


Workforce Development 
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RoanokeChowan.edu | 252.862.1200 | 109 Community College Rd., Ahoskie, NC 27910 





